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Magnitude of Appalling Catastrophe in Italy 
Steadily Increases as Veil of Silence is Lifted 
From Shattered Cities. 
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cult. 
The railroads are well nigh 
useless, the Daily Mail correspondent 
says. 
The loss of life near Rome is 
estimated at about IOO. 


Rome, Jan. 14.— Late reports from 
the earthquake zone, while still frag­ 
mentary, indicate that the loss of life 
has been appalling, as well as a fear- 
fill loss ol property, 
Estimates of 
the number killed range from 12.000 
to 15,000, but fear is held that a 
much larger death list will be found 
Avezzano Leveled to Ground in Tw ink- 
■ • 
T, I • 
r \ m 
• i r, ,• 
, , 
I muci> larger death list will be found 
ling— Une Italian ( irncial Believes Hor- when the official figures finally are 
ror Exceeds Messina Ouake of 1908— fom",1,'ri 
Touching Scenes Are E veryw here—Aid 
Reaches Victims After Long Delay. 


London, Jan. l l 
A train w ith ion 
injured from Avezzano, says a Iteutei 
dispatch, has Just arrived in Rome, 
and the n ew s is confirmed t hut that 
city was com pletely destroyed. 
By Associated Press. 
j Families are separated, and fathers 
Rome, Jan. 14.— The victims of the wh0 have returned to their 
ruined 
earthquake yesterday, according to homes have found their wives and I 
Par,s' Jan- 14 
A dispatch from 
latest reports received here, number- children buried underneath the ruin*. Aqu,,a’ ,ta,y. savs neWs -there cor. 
ed about 50.000 dead and wounded. Thousands of children are fa th e r lc c c 1 ,irms 
report that Avezzano has 
and husbands are W i l h o i t wive. 
| been 
-'"troyed 
by 
tho 
London, January 14.— A dispatch 
Troops are arriving constantly at oarth(luakt>* 
Towns near Avezzano 
from Rome 
says 
further 
distinct Avezzano to assist in the work of res-*arppart,y wr<cked 
Th*‘re 
a «reai 
earthquake shocks 
were 
felt this cue. 
The survivors are in a pitiable I,lumber 
of dead, Bays the 
dispatch 
morning at 3:00 o’clock. 
In several condition. 
Hardly one 
is 
without and manv are buried 
in the ruins, 
parts of the city the inhabitants fled relatives buried in the ruins of the 
trom their homes. 
town, under their own homes. 


FROH FII 
By Associated Press. 


Columbus, Ohio, January 14, 
The 
application for a pardon for Henrj 
Cross, colored, of Fayette county, btu 
been refused by the Pardon Board, 
Cross was sent up from Washing. 
ton C. H. in May, 1902, for second 
degree murder. 


The enorm ity 
of 
( 'road* 
crime, 
which con nisi cd in iii*, torturing OI 
un orphan lad until in* succumbed 
result cd in a general protest against 
the man a release, and through the 
efforts of Prosecutor Maddox, who ap 
neared 
*r«* tin* Hoard of Pardons 
and fought the release, the bourd re 
fused to ars ut the application of the 
Hen d. 


Tho man s crime w as one of tho 
mom shocking ever com m itted in the 
city*. 


Photo by American Pro** Association. 


K ing Vector Km- 


Roim. Jan. 14.— Official reports re-, 
. 
wived from Avezzano 
declare 
that 
employee of the municipality 
the dead in that city and vicinity, 


^ 
_ 
Home, Jan. 14. 
Streets are nothing but huge piles anuel, left this m orning for Aver- 
’ 
zano, tak in g with 
him one of his 
aides, and going by motor car. 
He was reminded of the serious in 


of brick and stone. 
An employee o f 
__________ 
fif Abezzano and one of the few sur 
_ _ _ „. 
n t ^ 
^ ™ maw, rn* w * y 
* 
K 
■* V - * V I I ' 
• 
I ll/ll * ii* 
number more than 15,000 persons. * 
Wa® on ^ e 8^reet when the ternatlonal situation, hut replied tha 
shock came. 
T0 
him 
everything, 
sufferings of his people were nee,* 
London. Jan. 14.— A dispatch re- 8ef??f? ! ° faJI to Pieces at once* Im -.to his heart. 
(wed here at noon says that a num- 
j v e flid ^ iP ^ Cl°2£ of dugt aro8e, 
lier of the chamber of deputies for 
" 
, 
sky’ 
The few *tirviv-r 
Xapari. has telegraphed to the capi- 
are as8embI*d on Tor 
til that the disaster of yesterday sur- 
puses the Messina catastrophe. 


By Associated Press. 


Canton, 0 ,, Jan 
14 
Chat, II, My­ 


ers, carpenter aged 60, shot and k ill­ 


ed him self at his homo 
here 
this 


morning, on** hour after ho had boon 


told that his w Ife had Abd suit fol­ 
ds voice. 


i 
Rome, Jan. 24.— The destruction 
Rome, Jan. 14.—With every hour 
*be town of Avezzano, a commun­ 
is additional and more accurate de- 4ty 
80nie 12,000 people in Aquila 
fails of yesterdays’ earthquake are Province, by the earthquake yester- 
received, the horror increases, threat- day* 
virtually complete. 
There is 
"ling 
placate all other European 
every reason for tile statement th;*I 
— 
— - w 
d tasters of similar nature, with the less than IO per cent of the people in By Associated Presa, 
exception of the Messina disaster. 
the place survive. 
I 
wheeling u 
r 
Tie list of dead. dying and injured 
--------- 
LulTof m^ ± ,T 
J 
' 
tai increased from ti 
r e la b e l, j 
London. Jan. 
1 4 ,-T h e Expre., C o Z tcTlTZ^ 
' 'ZZ 
thT mnnn* 
/ 
mght 10 mor,‘ f 
1? today* estimates the number of 
Ko 
work „„ 
ml 
t a 50.000 according to an official dead at Avezzano, as a result of the orator.' term., of .be “pm "hon 
statement today, and it is expected earthquake yesterday, at more than I 
ti.,, r 
- 
that this number may grow before 15,000 persons 
, 
** or N 
!i,ri~’ llf*ro .said that 
I * * * » over. 
| 
“The serious loss of life is outside 
^ 
^ 
*n UlC day C°"" 
Lie full extent of the property loss of Rome", the Express correspondent 
a not yet obtainable. 
Here in Rome continues, ‘especially along the moun­ 
tie priceless statutes, centuries old tam road to Naples. 
The towns en- 
rjuiings and structures which for tirely or almost destroyed, are Bruss;. 
I years have been the mecca 
’’ “ ------ 1 
” 
“ 
J * 


pelted to ahlit down because of d a n ­ 
gerous workings. 


Leaders of the strikers said only a 
few had gone to work 
These were 


By Associated Presa. 


Columbia, 8. t \ , Jan 
I I 
Govern 


or Cole L. Bienne. who**- ti rrn of of- 


flce expires January 
I d tIt, has ten ­ 


dered his resignation to the seer* 
'ary of slate. 


The resignation 
w as transmitted 


j By Assocmtefl Press. 


I 
Columbus, 
O., 
Jan. 
14, 
Scnah 
J leaders today conferred with Govern 
or W illis on propos'd reform of the 
elation laws, which may save th , 
state $500,000 annually 


It Is understood that th** governor 
: ga v e his approval 
to 
the 
n**rni 
j schem e for reducing the expense bv 
cu rtailing the present 
num ber 
of 
[election officials, 
elim inatin g 
regb 
f rat ion days, and establishing a bvt 
tem of voting b y mail. 
Several Gin 
providing for th.* reform are be I rn 
drawn by Serial, leaders, and will tx 
subm itted soon. 


By Associated Press, 
london, January 
14.— Within 
a 
two-hour* motor ride of Pan*. Err- 
P«ror William it directing a violent 
attack on the French line. 
The Ocrman* under the 
eyes 
of 
their ruler won an important victory 
in the fighting yeitcrday in 8ois»ons. 
The point at which the battle line 
stretching down from the north to 
the point nearest Pan*, turn* to the 
eastward. 
The Berlin statement says that the 
Germans captured over 1,000 prison­ 
ers. 
In the East also furious fighting 
has been resumed, 


I 1 f i <ig/ ad, via, I .on finn, .Inn 
I I 
Flirt**!!* fighting has »*.<.„ resumed In 
t R ussian Poland 
The Hu^ban forces 
, 1*1 Hit* north 
which ar** pushing in­ 
l a i d I'mhi PntSHla, haw* captured a 
number of v ill a g e 
* 


fn 
Bio f.*ni«*i* the Germain* Inn * 
made four furious nsnaults w ithin th* 
pant i n hours 
They forced back tho 
Hin-dans and occupied considerable 
ground 


en I or tirety or alm ost destroyed, are Brussi, ’ men w un Z Z a Z 
...... 
T h e 
ut Urn 
wa- 
trariKmltt* 
of ail Sourcola Magliano and Cappadoeia." as 
"" 
*«*^» 
.ho 
lnd 
, 
or in - 1 
The shock was severe at Naples. 
reiaKfrs- 
, 
...... 
........ 
F ^ ers- 
been destroyed or in- J 
The shock was severe at Naples. 
AHL 
i. i 
i 
; but 
damage in that city is light 
lib! J 
88 of llfe and P°s* The heaviest casualties occurred at 
IsiK! 
lwao OI 1,iC ailu 
«caviesi casualties occurred at 
('olurabu 
o., Jan. i t 
Plans for 
v 
.......... 
I we damages are less than in 1908, Avezzano, where 15.000 are reported ‘ 
testing tho eviction proceeding 
rettiKHI r> 
I e area oi the stricken district great- to be buried under the min* 
Trnnns 
the E. Ohio fields wer#» 
giv< ll 


copt cd. 
Lieutenant Governor Smith 
was sworn In. 
No reason for th* 


i area oi the stricken district great- to be buried under the ruins. Troops 
that of the Messina disas- are being rushed to the stricken d s 


governor’ 
It was stated 
Governor Bleu»<. wa« told of a meet 
Big by som e o f th** m em bers of tin 
Legislature Tueaday 
night, 
when 
according to m em bers of th** confer 
ence, a proposal 
to 
in stitu te Im 


in the E. Ohio fields were not discuss 
ed a t 
M iners’ convention here h>- 
t.1 
jtricts. 
There is great need for quick (iay* 
11 was » xplained that this was 
ae zone covers the whole central assistance, owing to the 
fact 
that in the hands of counsel for the min- 
oi Italy, from Naples on the snow covers the country and blocks'*'**8’ organization. 
am to Ferrara on the north. 
The all roads. 
‘ 
j 
Officials of the union 
.............................. 
lo lnatituti lr 
’n atSASlr0a‘ re,ult* ,w m 40 have I 
Conun“ ucat‘on over 
the 
entire men against any tendency t„ c re-.te ' Lo*! 
n' n' pro**edln*,‘ »K»inst the 
• at Avezzona. where 15,000 per- 'stricken district is exceedingly diffi- disorder. 
° 
f ’w'7 ° r 
<«acu*»ed. but aban 
'“ .have been killed or injured, ac- — ' 
— -------------------- 
don« l- 
to latest report*. 
Ports of damages in varying dc- 


inmS a I severity ^ave come from Lat- 
a?; A.bnJ«L Umbria, Marches, Tus- 
y* Azelia, Campania and Apulia. 
k J eartfiquake belt is estimated to 
w 
J 
• 
hBles long, extending 
I 
8 de of Italy to the other. 
1 i2zi, Latium. and Campania 
d!!taKe,reached its highest degree 
la mructiveness, while 
in 
other; 
b aned between 7 and IO de 


GERMAN TRENCHES IN POLAND. 


Peaces 


lf ^ in ^ mea?Ure* for t^c thousands 
Holdie'r,*? ho“ eI«ss. are going on. 
keg, 
? *iate been rushed to the 
. 
wlU have estab- 
»Be)M.n,i.00 
* 
“ 
which 
the 
r, lht|t?f « a n d s w ill find tempor- 


'taiLn^a ,m'nnnications, especial­ 


l y bar \ 
“ ph0ne *nd te,*S**ph 
P^Ponabw^f **no“ ly. damaged 
htaobiU 
, / aupphea is made by 
The fore! , 1 
hha drawn vehicles. J 
stnw, ftc? 
work believing the 
1We ‘he greatest tragedies 


ly Associated Presa, 
CulumbuMg O., Jftii. 
14 
vt Ink 
Box I** St In Min, of VV’anb I ngton (’, 
H., made application to Govern 
or VVI JI i» today, ask ing for th* 
position ag matron of the Ohio 
building at the Panam a Pacific 
Exposition at San Francisco. 


By Associated Press 
New 
York, 
Jan 
14 
j ohn 
L 


Miititi, form*-r 
director 
of 
oui.Mc 
works of Dom inican Republic, testi­ 
fied today that he had been removed 
by the Dominican governm ent at the 
behint of is meg A 
Sullivan, A m eri­ 
c a n m inister, in the Intercnt, be im* 
I lev <*d, of th** National Bank of San 
Domingo, controlled by the Jhi via in ­ 
terests of New York 


Mr. Maim appeared as a w itness in 
• bi* inquiry which is being conducted 
here by Senator-elect Phelan, of San 
Francisco, into S u lliv a n ’* fltnea* to 
retain the poM, 


iii I ms 
By Associated Presa, 


Parkersburg, VV, Va,, Jan. 11 
J>0 
Well of Pittsburg, chief counsel for 
the M anufactures Light & H eat Co 
wa* arrested * arty today on a train 
st 
W illiam ston 
VV 
Va., by Sheriff 
Hill, of Charleston, r b a r g e d with a t ­ 
tem ptin g to bribe C 
ii, Bronson of 
the Public Service Commission In an 


fly Associated Pres*. 


Columbus, Jan 
J 4 ,- W illiam 
I,, 
B rittain, of C incinnati, was ap poin t­ 


ed deputy m the S t a te D r u g depart­ 
m ent to succeed Chaw, it Barman, of 
!( hi Dicot he si a sa J ary of $ 1 20 ti 


A ll BOARDS ARE 
OUI OF COMMISSION 
As a result of Mayor Coffey** or- 


effort to Influence a dacron ln wh,G! t i ! . T n T , 
"" 
• b . 
--------- — 
. 
s ll >( tin* de vie*** have been abolished 


Photo by American Press Association. 


waJW 
a 0 t‘ C* 1 
tbW* * *“ ‘7 * *"*“ “ “ r a lta i DaMad breaatworka 
This Picture was mads la fibs ta 


the com pany w as interested. 
Well wa* brought here and then 
taken to Charleston w here he w as re­ 
l o a d on $25,000 bond 
Bronson it 
s brother-in-law 
of 
Governor Hat 
field. 


necessity 
of 
m aking 
w ithout the 
pros*-* ut ion s. 


No trouble w a 4 experienced when 
the ow ners of the devices were made 
j acquainted with the statutes cover­ 
ing such cases 


P age Tw o 


t h e 
w 
a s h i n g t o n 
d a i l y 
h e r a l d . 
T h u r s d a y , J a n u a r y 14, 1 9 1 5 


ZIGZAG TRENCH 


French 
Soldiers 
st 
Front 
Preparing 
a 
New 
Ditch 
Stop the Cold 
TODAY 


WHOLE 
REGION 
IN RUINS 


Earthquake In Italy 
Razed Many Towns. 


10.000 PERSONS KILLED 


Twice as Many More Injured 


and Thousands Homeless. 


FRANTIC APPEALS FOR AID MAOE 


Shock Did It* Greatest Damage In a 
Region 
Including 
Rome, 
Naplea, 
Avezxano and the 
Region 
to 
the 
South 
and 
West 
of 
the 
Capital. 
Priceless 
W orks of A rt 
Destroyed 
and 
Thousands of 
Buildings 
Lev­ 
eled In the Area Affected by the 
Quake. 


i i any towns ami tiHakea in the path 
I of tho 
upheaval is in terru p ted , 
but 
ffont 
f¥ or* » ut o th er places ai* < oui 
In s front It- ap p eals for old of every 
so rt 
food, 
in* dW Im*!*, d octors 
arid 
n u n e s . 
The shock apparently did us great- 
e«| 
dam n rf* in a 
region 
in* hiding 
Rome, spies, A iez sn n o * and tin* re 
j glon to til* 
so uth and 
-i of tin* 
rapits). It is anno u n ced officially th a t 
I the n n ic r <>f the disturban< a was bo- 
I tw een ( am po boaxo and Harno 


Many Towns W recked. 
Avexxano, a historic tow n of 1,000 
j in habitants, **n rh* 
site of a buried 
I lake, in tho province of flit* A bruzz!, 
s i n ' se Vi-rt m iles east of Rome, h as 
j bee., pra* tiraiiy wiped out. 
N e*t iii 
ex te n t of c a su alties is AHII, w h ere 
th e re are 1,000 ii* .*<1 aud 500 injur**.I, 
A rsin o haw HO dead and toe tow ns 
or T o rre s ( a tan! and IM pp!, th e iat 
te r n e a r Florin* e. furnish a fearful 
quota. 
F ia -e a tl, Cit (educate, 
Ro* < a 
dl 
Pai a, 
AI ba no. Ari* ( la, 
Vlcovaro, 
bonn I uo. 
('e rv e teri, 
P alestrin a 
and 
Manvito a re o th e r places in th e re­ 
gion 
N aples ha# been d esp erate ly hit by 
the ca ta stro p h e *<•* ond 
g re a te s t 
of 
its kind to the Me..Kina d isa ste r of 
100S, it) th e Ii I.“lory of Italy, and th e n 
In sear* e'y a town or ham let In a r 
aion 
em bracing 
several 
h u n d reJ 
square irdies that turn not suffered 
Since the who* k 
VII 
Vesuvius bas 
been em itting loud rum blings, 
This 
is the cause af continua! alarm . 
Th# shock w atch preceded th** si­ 
m ultaneous c a v e in of thousands 
of 
buildings in the huge arca affect***! 
lasted thirty seconds 
At A vczanno 
the 
ea rth rocked violently, 
cupolas 
fell from houses, then roofs tum bled 
in, then outer walls began to part. 
S im ultaneously scores of fires began 


fir* 


it I 
n v 
the! 


cf t * bons* 
Aahed in th* 
I 
The 
whole 
wiped out. 
T 
to help the d 
SOV ive w, Mi cs I 
ports state th 
from the to* 
ti at most of 
or injured by 
Pel 
All Italy Is 
the suffer!!)i. 
j detailed :•*• • 
end rushed ti 
j iwm* 
T h eir 
I police i h*' ahi 
I do everything 
I era. 
E ngineers, 
I and nurses and f 
saries have been 
N earer Rome t 


rid hun* 


th 


an 
! f ic 


» it 


was 
prs* 
*• few sui v 11 
J those who 
a v a 11, 
Horn * * 
persons cs* a, 
their Ii*. **s 


lid 
i« 
ad 
nit 
had 
mr tied 


et of Vie 


;un« 
it t< 


t in 


Peen 
It se»u 
na. 
; he r« lief of 
rnm<*nt has 
is of t ro 
h 
the stri* k l 
not only i » 
*1H?i e i 
but also to 
% eau to ahi suffer- 
♦ ores of physicians 
od a rid r**iief ti* * s- 
scflt with all Haste, 
e git nation appears 


P r 
n < 
ar 


to ire hi 
period dire*!!] 
wildest rutnori 
co)ild not be d 


ur .***ut* although in the 
aft or 
the shock th* 
Idled th** air. 
Ti - ** 
[♦roved because of the 


low n 
i i d* *i I hi - tm 
of hoc.-.ms vier 
there wa i lltii< 
the initial shoe 
into the country 
of I aero fr o m 
t ; i- fir**** which 
carthqoa ie 


Damage In Roma. 
There was much confusion through 
out the whole of Rome following the 
earthquake. In some eases it am ount­ 
ed to terror and bordered on panic. 
Among the obi buildings damaged 
Is the Palazzo Chlgl. as well an the 
famous column of Marcus Aurelius. 
Historic buildings on the 
Piazza 
Colonus, in th** center of Rome, also 
were damaged, as was also the fa­ 
mous Farm sc pals* e, occupied by the 
French em ta ss y. 
H o c a piece of the 
stone cornice had fallen. 
So violent 
was the shock that the dome of tho 
Churrh of St. (b u ries Ca Gnarl was 
cracked. 
Ceilings 
in 
many of toe 
damage dom* to telephone and tele­ 
graph wires Wires are down to Cala­ 
bria and Sicily, to the south, as well 
as to ti - cast. ai d at first ii was gen­ 
erally i • ii Mil that these two prov* 
In* ch had fared at 'east as badly as 
In th** eastern district, 
The wireless 
I i (pan 
disproved 
this, 
however, 
al- 
j th*! igh Bir dy and Calabria both 
re- 
i jolted 
that 
the? 
had 
felt 
sturdy 
shocks and that many cupolas had 
been shaken from buildings, 
loiter reports Indicate that the area 
w orst 
sits sen 
extends 
from Rome 
straight 
across 
Italy. 
At 
Fraser I 
the jail threatened to collapse 
As a 
humane measure It was directed that 
the convicts be removed under p it d 
to the j ulaoe. 
A strong bodyguard 
directed the removal and when the 
convicts got out into the streets they 


number of persons 
that manenr. 
I statue at the Basilica of 
I-ateran, which occupied 
from many parts of 
as shattered on toe 


Rome. Jan. 14.—The earthquake of 
Wednesday laid a large section of 
southern Italy to waste, killed prob­ 


a b l y mon* than 10,000 persons and In­ 
jured 
20,000, 
destroyed 
priceless 
works of art, leveled thousands of 
buildings and < aused a panic through 
out the stricken area that has not 
yet abated. 
The evil* t extent of the dumuge 
done can not be ascertained at prea 
ant, 
because 
communications 
with 


Ii. th** historic town, 
Hundreds o f 1 
10 overwhelm the guards. 
mm hods were burled beneath the ruin 
^ bf# several or rue prisoners had 


houses fell, a 
ing Injured lo 
A co!oara 
St. John lr. 
s position visible 
Rome, fell and v 
steps of the edifl< c, 
At the Capitol two magnificent can­ 
dlesticks fell and were broken. 
At 
the Palazzo Del Drago, where Thom­ 
as Nelson Page, tae American ambas­ 
sador, lives, several cracks In the 
building which already had existed 
opened w ider, and j la ter fell In sev­ 
eral of the rooms. 
Many other pub­ 
lic and private buildings were slightly 
damaged. 
At the meteorological institute It Is 
said that buildings continued to rock 
or tremble for about thirty seconds 
after th** shock had ceased, and that 
the duration of the phenomenon alto­ 
gether was about one minute 


You can avoid colds al. 
ret?t of the w inter if you 
Nyal s Laxacold 


on hand and take ag goon in 
colds attack. 
T his remedy aho 
I cures neglected colds and grippe 
quicker than anything you can 
take. 
I t stim ulates the aiug- 
gish liver, that is generally at 
the bottom of cold-taking, -0 
that the natural process of elim­ 
ination of poisonous w aste mat­ 
ter is again established. 


B A L D W I N ’S 
DRUG STORE 
Arlington House Block. 
Both Phones 52. 


THE OLO RELIABLE 


car 
lh 


I 
H I 


bill is not in order, 
it was this rule 
that 
Senator Sheppard 
proposed to 
suspend in order to permit him to of­ 
fer his amendment providing abso­ 
lute prohibition for tao District of Co­ 
lumbia after Nov. I, 1916, 


DON’T SUFFER 
WITH NEURALGIA 


M u s te ro le G iv es D elicio u s Com fort 


Ruling Kills Consideration o! 


Sheppard's Resolution. 


When those sharp pains go shooting 
through your head, when your skull 
seems a** if it would split, just rub a lit­ 
tle M USTEROLE on the temple* and 
neck. 
It draws out the inflammation, 
soothes 
away 
the 
pain—gives 
quick 


rt MUSTEROLE is a clean, wi iv oint­ 
ment, made with oil of t u t i I. Better 
than a mustard plaster ;.n*l <;*>v 
not blis­ 
ter I 
Doctors and nurses frankly recom­ 
mend MUST ERC) LE for Sore Throat, 
Bronchitis, Croup, Stiff Neck, Asthma, 
Neuralgia, Congestion, Pleurisy, Rheu­ 
matism, Lumbago, Pains and Aches of 
the Back or Joints, Sprains, S< -re Mus­ 
cles, Bruises, Chilblains, Frosted Feet — 
Colds of ti e Che t (it often prevents 
Pn< umonia). 
At your druggist's, in 25c and 50c j a r s , 
and a special large hospital sire for $2.5(1. 
Be sure you get the genuine M US­ 
TEROLE. Refine im itations-get what 
you ask fur. 
The .Muster*de Company, 
Cleveland, ( )hia 


Washington, .Ian 
14 
The 
senate 
mud** the* pr* cedent that it require** 
a two thirds vote of that body to tuns- 
pend the rule*. 
In so voting the sen­ 
ate probably killed for this 
tension 
th** prohibition amendment to tut* Dis­ 
trict of Columbia appropriation bill 
offered by Bt asto r Sheppard of Texas. 
Th** vote on the proposal tlicit a 
two-thirds vote be required 
to sus­ 
pend the rules was 41 to 24. 
Prior to 
th** vote on that motion th** senate. 
after a sharp debate, had voted lh to 
23 to proceed to the consideration of 
the report 
from the committee on 
rules, wbien favorably reported Sena­ 
tor Sheppards prohibitor) resolution 
Senator Hitchcock of Nebraska raised 
the poi tit that it required two-thirds 
vote of th*' senate to suspend a rule. 
Tin* prohibition 
forces 
were 
tot 
disma>cd by the vote, although Sena­ 
tor Blu ppard admitted that he .md 
little hope of securing si two thirds 
majority to suspend th*' rules and per­ 
mit him to offer his amendment to 
the appropriation bill. 
Ender th* senate rules an amend­ 
ment proposing new and general leg­ 
islation upon a general Ruoroorietlan 


I 
PRESIDENT 


men 
a* ci- 
Tlie 


Pittsburgh. 
Jan. 
ll - Three 
v* ito drowned in two rowing 
d in ts in tin* Monogahela river, 
dead ar* 
Robert Oliver, aged thirty. 
six. nephew of United States Senator 
(.corge T. Oliver; William Xiehaus, 
thirty-seven, of Evansville, Ind., and 
Thomas Mooney, thirty-three, of 
queane. 
Oliver w as 
superintendent 
of the Oliver Iron and Steel company, 


W ashington, Jan. 14. 
Senator Bo­ 
rah of Idaho accepted the challenge 
thrown at the Republicans by Presi­ 
dent 
Wilson 
in 
his 
Indianapolis 
spent rn. 
The senator declared that 
Republican senators would not have 
to be reminded from now on of the 
fact that "our chief m agistrate pre­ 
fers leadership of a party to a chief 
magistracy of an entire people.” 
Mr. 
Borah 
shandy criticised 
the 


SPECIAL PIE) 


Washington. Jan. 14. — Secretary 
Bryan made a special plea before the 
foreign relations committee 
for the 
Colombian treaty. 
Senator Root was 
most pronounced in his opposition. 
Secretary Bryan urged favorable ac­ 
tion on the treaty in the interest of 
American trade with South American 
(ouutries. 
He also informed the com­ 
mittee that unless the treaty was rati­ 
fied there would be no building erect­ 
ed at the Panama-Pacific exposition 
by 
Colombia. 
It 
was 
finally 
de­ 
cided f$mt the chairman should ap­ 
point a subcommittee of five to take 
up and consider the Colombian pact. 


STILL IN THE) LEAO 
25 lbs. best cane granulated 
$1.35. 
Red Bird coffee, 25c p 
Arbuckles coffee. 20c per lb; cooking 
figs, 10c per lb.; big Florida sweet 
oranges, 20c and 25c per dozen; ba­ 
nanas, Ic each; Bellflower app! -, ie 
per lb,. 4 5c per peck; Curly lettuce, 
crisp .celery, spinach, kale. sound on­ 
ions, solid cabbage. Jersey swe**t po­ 
tatoes, fancy Irish 
potatoes, 
l iney 
cranberries, 8c per quart. 2 quar*- for 
15c; grape fruit, 5c each; new lake 
h errin g 7c per lb., 4 lbs. for _’5c; 
fancy lemons, big sour pickles, sweet 
pickles. 
Get a 
bottle 
of 
Duffels 
Cough Syrup, pleasant to take. 
Bis; 
bottle for 25c. 
J. W. DUFFEE & CO 
The Old R eliable Cash Grocer.-. 
Both phones NO. 77. 


PRICE PIR O I 


HH IHI 


Gu- J president's Indianapolis speech. 
Es- I 
I peclal'y did he attack th** alleged In- 


WILSON I L 
HISH CANAL 


Athens Fruit A Produce Co. 


The House That Cut the High Cost of Living in Washington 


C o r n e r /VT a I n f i n d E a s t S t ® . 


BOTH PH O N ES 
UNION DELIVERY 


W ashington, Jan. 
14.—A 
program of naval features In connec­ 
tion with the official celebration open­ 
ing the Panam a canal lias been an­ 
nounced by Secretary Daniels. 
This 
program provides for the departure 
oi President Wilson from Hampton 
Roads ot) board the battleship New 
York for the canal on March 5, where 
he is due to arrive on t tie 10th. 
The 
president will go through the canal 
aboard the battleship Oregon the day 
of his arrival, and during the next 
I wo days various functions w ill take 
place in the canal zone. 
On March 
13 he is to steam through the fleet to 
San Diego *>n the New York, while 
th** fleet will go immediately after to 
San Francisco, arriving there March 
21. 
Th** president will arrive at San 
Francisco 
about 
March 
24. 
Spain. 
Portugal, Argentine and Cuba will he 
the only foreign nations represented. 


fiingem ent on the legislative branch 
of the government re present ed * by tue 
president's verbal picture of himself 
as “captain of the team,” ordering the 
Democrats to do as they were bidden 
or "quit the team.” 
Senator Horah a!so sharply attacked 
W ilson's 
Mexican 
policy. 
In 
the 
Course of 
th*' debate Senator John 
Sharp Williams 
of 
Mississippi 
de- 
* d a re d with em phasis that President 
tentative W ilson would 
be ‘‘renominated and 
ie-**!* ett*d"; Senator Borah of Idaho 
was referred to as a Republican pres­ 
idential possibility, and Senator Cum­ 
mins of iowa voiced the wish that 
President Wilson could be confined to 
"the exorcise 
of 
his 
constitutional 
powers.” 


Wash .ag ton. Jan. 14.—Orders were 
issued for t ie cruiser W ashington to 
take on an additional IOO m arines at 
Norfolk and proceed to Guantanamo 
bay, Cuba, in readiness for service 
Iii Haitien waters, where increasing 
revolutionary activities are reported 


WILLIS HONOR GUEST 


ROYAL NEIGHBORS 
The Royal Neighbors will hold a 
m eeting at th e home of Mrs W. My­ 
ers on South North 
street, 
Friday 
night 
Ja n u a ry la th . 
All m em bers 
arc requested to be present. 


HEADS PLEADING 


Columbus, Jan. 14.—Governor Wil­ 
lis was the honor guest at the dairy 
and corn banquet of the Ohio Corn 
Improvement 
association 
and 
the 
Ohio 
Dairymen's 
association. 
The 
banquet was the festive feature of the 
day at the Ohio winter exposition. 
The governor made a short speech in 
which he declared he wanted to keep 
agriculture and dairying out of poli­ 
tics. 


Oklahoma City, Jan. 14.—Five men 
ere under arrest and the lower h 
* 
of the legislature has voted to a r *** 
prlate l f 5 ,000 to be used for the sup­ 
pression of bank robbery in Oklaho­ 
ma, as the result of the robbins of 
four banks within the last four dave 
The latest robbery was that of the 
Vera State bank at 
Vera, in which 
two bandits sot $1,500. 
TD is was : re­ 
ceded by the blowing of the safe of 
the State l ank of Garber, when the 
robbers made off with $7,500. 
The 
house bill provides for the payment 
of $1,000 for each bank robbei. dead 
or alive. 


I 
A series of seven Oriental lecture 
serm ons will be given th is comus 
week by Mrs. Shepardson, relat n- ac­ 
tual experiences in different parts of] 
Asia. 
The church a t which these 
will be held will be announce*; later. 


Mystery 
of 
Savageland. 
j Opera House Thursday, Jan. 
Tickets 25c. 


Empire) 
14th. 


NDORSES “SAFETY” 


Columbus, Jan. 14.—in Omer to save 
the system an*! to give the state agri­ 
cultural commission a fair trial, Pres­ 
ident A. P. Sandies 
and 
Secretary 
Benjamin F.Ga.vman of that body have 
announced their readiness to retire 
whenever Governor Willis indicated. 
Mr. Sandies Is a member of the board 
and was secretary of Its predecessor. 
lf it is the desire of tile politicians 
to secure their places, they say, they 
will become vicarious offerings to ap­ 
pease this appetite for patronage. 


Columbus, Jan. 
14. — Assurances 
given the general assembly in his 
message Tuesday that the workmen's 
compensation law has the new admin 
ii-tration's support, were repeated by 
Governor 
Willis 
at 
.Memorial hall, 
where he officially opened tbq Indus­ 
trial Safety exposition. The governor 
displayed Interest in the exhibits. 


BLANK BOOKS 
Large and small Ring Bo* 
- ani] 
Bound Ledgers, all sizes 
to 
w 
from at Rodecker's. 


COAL! COAL! COAL!] 


H 
te 


Mystery 
of 
Savageland, Empire 
Opera House Thursday, Jan, 14th. 
Tickets 25c, 


Cost little; 
pay much— Want ads 


BRAZILIAN CLUB COFFEEThe Sup R * Bread 
I 
V 


The Qua Lily Loaf 


A Fancy Blended Coffee, packed by the 
Andrews-Sccfield Co., 
of Columbus. 


Our Regular 
Price 
22 cts. 
Per 
Pound 


Keep Your Eye On This Space 
SOMETHING DOING 
9 9 


S om eth in g N e w 


A t Y o u r G ro c e r’s 


and Flowers9 Bakery 


CHICHESTER S PILLS 
THE IHA Vt*) SO URAM*. 
* 
wkIIm I Aftk J .mr Dray*!.* 
< til fli.^-*pp a Diamond T*ra.._. 
rill* in Ki d an,) Gold metallic 
‘ 
e*. sealed with Blue Ribbon, 
t uke a* other, liny «f 


If your furnace draft is not 
strong enough to burn y our 
Pocahontas Coal 


Try Borderland at $4.25 or Na I 
guatuck or Yellow Jacket 
at $4.00 per ton 


For your baseburner try OW! 


I vee A nthracite at $7.75, St red 
Coke at $5.50. 
A ll other colli 
from $3.00 up, alw ays on hi 


a] 
Iii 


lo 


J tT W 1*'- AsVnr < ilT-< lZt>-TE B A 
DIAMOND Cit IM* f lu . 


N». 
X 
-------------------- 
’J ~ 
i v Geo.A. Robinson SCO 


. 
A for I i 
years known a-; Beat. Safest, Alway* Relied* 


SOLO BY DRUGGISTS EVERYWHERE 


Successor to Geo. F. Robin*?3 
Both phones 14 


El Paso, Tex,, Jan. i4.— Private ad­ 
vices received from Mexico City state 
that the convention* had elected Eu- 
lalio Gutierrez provisional president 
of Mexico. 
He is now holding that 
position, 
having 
been 
elected 
at 
Aguas< alientes when the convention 
was in session there. 
C O A L 
* 


bdl 
HO] 
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Mystery 
of 
Savageland, Empire 
Opera House Thursday. Jan. 14th. 
Tickets 25c. 


Want ads are sure winner*. 


W E H A V E JUST R EC EIV E D A CAR O F 


Choice Pocahontas Lump Si,?*,, $4.50iw| 
A. C. HENKLE 


ta] 


the 
ti® 
ins; 


the 


s o t 
moi 


,}«v. January 14. 1!>lo. 
T im WASHINGTON 
— 
■""" 
"■■»»>■.."im nu nm 
DAILY HERALD 


:ar 


w a s h in g t o n d a i l y h e r a l d 


t h e h e r a l d p u b l is h in g c o m p a n y. 
VV. W, MILLIKAN, President. 
^ C A T IO N OFFICE NO. 206 EAST COURT ST., OPP. POST OFFICE. 


A 'S INDEPE N 
VA PHr7~ 
By Carrier IO Cents a Week. 
In advance $5.00 for the 
year. 
By Mall and on Free Deliveries Cash in 
Advance $3.00 a year; $1.75, 6 months; 
$1.00, 3 months; S5c( a month. 


T dVERTISINO RATES FURNISHED ON APPLICATION! 
Obituaries, memorial notices, resolutions and cards of thanks will Be 
ed f0r at naif rates, or 2% cents per line of six words. 


Poetry For Today 


**b#eripCons: 


Co fired as Second Cia* 
Washington C. H, 
Matter, August 30, 1910, at the Postoffice at 
Ohio, Under the Act ef March Sd, 1879. 


pc 
a 


TELEPHONES— Home No. IST. 
Bell, Main No. 170, 


meed Of Judicial Reform 


The movement for reform in tho judicial machinery of this 
onntrv is gaining in volume and number of advocates every 


Thinking men—men prominent in business and affairs of 
<.tate and nation—are beginning, not only to acknowledge that 
it is high time that something should be done to take the ma­ 
chinery of law—the method of judicial procedure—out of the 
nit it has been in for centuries and place it upon a basis more 
fitting to this day and generation, but agitating it. 
Legal forms and legal procedure needs a real shaking up. 
The same antiquated methods must be resorted to by those 
whom necessity compels to resort to the courts, as obtained a 
century ago. 
There has been less real reform in the procedure designed 
originally to tiring about justice than in any other line of human 
endeavor. 
The meaningless forms and complicated legal machinery 
furnish such an excellent opportunity for the technical lawyer 
to thwart or to postpone justice that people are fa>t coming to 
the conclusion that it is less annoying and more profitable to 
endure the losses and injustices suffered in tile everyday world 
of business than it is to seek redress in the courts. 
Everywhere lawyers complain of the falling off in litiga­ 
tion and the growth of an inclination to settle controversies 
rather than “ go to court”. 
The cause of this steady decline in the work of the lawyci 
is to be found—many people have concluded— in tin* machinery 
which is provided for admisistering the law. 
No less an authority than the president of the United 
States has called attention to the need of reform in judicial 
procedure in this forceful language: 
“ I am not one of those who doubt either the industry or 
the learning or the integrity of the courts of the United States, 
but I do know that they have a very antiquated way of doing 
business. I do know that the United States in its judicial pro­ 
cedure is many decades behind every other civilized govern­ 
ment in the world; and I say that it is an immediate and an im­ 
perative call iq>on us to rectify that, because tin* speediness of 
justice, the inexpensiveness of justice, the ready access of jus­ 
tice, is tin1 greater part of justice itself. 
If you have to lie rich 
to g et justice, because of tin* cost of the very process itself, 
then there is no justice at all.” 
♦ 
What the President said at Indianapolis with regard to 
the Federal courts is true as to almost every state iii the Union. 
The judicial procedure is antiquated, 
cumbersome, 
too 
costly and tedious for present time and present conditions. 


NEW DEAL 


I 'I d* arh love to ii\,» afar 
On Jupiter or nome big star. 
Where even1 day lasts quit*- a week 
Existence there la so unique. 


Consider how in that far land 
I could hold Arabella's hand 
And sit in heavenly delight 
From Monday morn till Wednesday 
night! 


I’d bid her good-night at the door 
Till Thursday morn—say 3 or 4— 
And then go 
home and 
get 
some 
sleep; 
Till Monday morn l*d slumber deep! 


A year up there would be fourteen 
Of ours; for years like that I'm keen 
Thus we could 
live— as 
must 
be 
clear— 
Fourteen times 
longer 
than 
down 
here! 


But hold! 
A thought now gives mc 
pause, 
According to thew* very laws 
(My years would better not be told) 
My sweetheart would be two years 
old! 


I’d have to walt till she grew up - 
T would fill with bitterness my cup. 
I think our time it’s scarcely worth 
To 
move— we'll 
stick 
to 
Mother 
Earth! 
— Chicago News 


Weather Report 


Washington, 
Jan. 
14. 
Ohio— 
Fair Thursday ami Friday. 
Lower M ichigan—partly cloudy on 
Thursday; probably snow in north; 
Friday fair. 
Illinois, Indiana, Kentucky, Ten­ 
nessee 
and 
West 
Virginia - Fair 
Thursday and Friday. 


me 
ii Conspirators 


Their Clever Bit of 
Strategy. 


By VIRGINIA BLAIR. 


“Of 


•MH--M+++++++++0 


W E A T H E R O B S E R V A T I O N S . 


Observations 
of 
the 
United 
States weather bureau taken at 
7 p. rn. Wednesday: 
Temp. Weather. * 
New York ......... 
31 
B o s to n ........... 
Buffalo . . . . . 
Washington .. 
Columbus .. 
Chicago . . . . 
Bt. Louis . . . . 
St. Paul ........ 
Los Angeles . 
New Orleans 
T a m p a ........... 


S e a t t l e ........... 


A Test For The New Idea 


We have heard mud] aud read much during tin* last few 
years about the purpose of the penitentiary, about reform iii 
prison management and about the need of revolutionizing our 
system of dealing with criminals. 
We have been told that the new idea of treating prisoners 
kindly and adopting the merit system was destined to produce 
*ood results and that many men sent to prison for crime with 
the dual purpose of punishing them for tin* wrong committed 
and of reforming them, would be so changed that they won hi 
become useful citizens. 
That was tin* theory—-the new idea. 
We have heard of but few instances, however, where it was 
even claimed that tin* desperate criminal or the depraved crim 


31 
Clear 
30 
Cloudy 
SO 
Clear 
40 
Clear 
SO 
Clear 
38 
Clear 
40 
Clear 
36 
Clear 
f«6 
Clear 
no 
Cloudy 
so 
Clear 
42 
Cloudy 


W e a t h e r F o re c a s t. 
* 
Washington. Jan. 14.—Indlca- 
;* tions for tomorrow; 
t 
Ohio—Fair. 
+ 
«>++++>++*+4-'M>Y*t+*M-++++-f-++ 
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GOOD SUGGESTION TO 
WASHINGTON C. H. PEOPLE. 
It is surprising the amount of old, 
foul m atter the simple mixture of 
buckthorn 
hark, 
glycerine, 
etc. 
known as Adler-i-ka, drains from the 
system. 
This remedy 
became 
fa- 
maous by curing 
appendicitis 
and 
acts on BOTH the upper and lower 
bowel so thoroughly that ONE DOSE 
relieves sour stomach, gas on the 
stomach and constipation almost IM­ 
MEDIATELY* 
We are mighty glad 
had b e e n reformed, at least not of many instances where I we are washington c. h. agents for 
the authorities acted upon the presumption that a reformation 
had been brought about. 
The new idea has been put to tho test in Ohio. 
rile commutation to ten years of the life sentence of Don 
Harvey Hazel, a Toledo boy, convicted and scut to the peni­ 
tentiary seven years ago for having murdered his motlier, has 
Applied the test. Counting time oil for good behavior, Hazel *8 
tittie will expire next June. 
Concerning this interesting ease the state made the fol­ 
lowing announcement: 
“ Hazel entered prison when IT, convicted of a 
revolting crime, considered a degenerate, and a men­ 
ace to society.” 
“ Today he is normal in every respect. 
He has 
become well educated, a religious leader in the prison, 
'ui expert electrical and mechanical engineer, capable 
of bolding a responsible position. 
“ The state has cured Hazel, and lie is ready to 
go back to society". T hat’s the new idea. The old idea 
would be to keep bim in prison as long as he lives.” 
lh*. A. F. Shepherd, alienist member of the state board of 
‘Minimiration, after exam ining Hazel, reported that Hazel is 
HDrnial in every particular, and strongly recommended his re 
leas** 


Hazel killed his mother with a hammer in her home at T o 
° en January* ll, 1908. The boy, so tie* testimony indicated 
ransacked the house and stole money and jewelry*. 
At no 
• lril“ Hu ring the case did lie show any emotion. 
Adolescent 
alp!\ 
plea made by* his attorney s. 
; isis another theory subjected to the acid test. 
th 
l^ p le generally may forget Don Hazel when he leaves 


sq/ ’.V T anf* 
UP 
thread of life in the big, busy world 
ml,* 1 
temptations and trials, but experts on prison manage 
»* mindful of h is every aet. 


Adlef-l-ka. 
f . 
Christoph or, drug­ 
g et. 
adv 


T h e Official Publication. 
Knicker— What happens when you 
have n fight with your wife? 
Booker—I (wive to get out a white or 
yellow or pink checkbook to prove I 
didn't start the war.—New York Bun 


Tho Deadly Changa. 
Little beams of moonshine. 
Little hugs arid Kisses 
Make a little maiden 
Change her nam e to Mrs. 
— Yale Record. 


Sometimes. 
“Pop, about a war horse’*— 
“Well, my son?” 
“Is a war horse a bors do combat?”— 
Baltimore American. 
Enlargements! 


course I can understand my 
wife * position In the case,** the judge 
said. 
"She manta her only daughter 
to marry a man with money, and yon 
haven’t any. 
Bo this la my plant FII 
settle a good round aum on yon, and 
yon can aay It came from a rich rela­ 
tive. 
Then my wife will be satisfied. 
Ton can marry (toxins and lire hap 
Oily ever after.** 
“Ob 
Ollrer’a flew was bright with 
hope—“you are very good, sir I” 
“But you mustn't tell Itoxsne where 
you got the money,** the Judge pur­ 
sued. 
"8be couldn’t keep It from ber 
mother.*' 
“But I ought not to deceive my fu 
ture wife." 
The Judge banged a heavy fist on 
his desk. 
“Don't tie foolish,” he said 
sternly, “Its the ouly way.” 
“But**— 
Then before Oliver could 
proceed wit ii ids objection a clear voice 
asked, “May I come In?” 
“Rosalie!” exclaimed the two men. 
She .stood hesitating oil the thresh 
old. a slender little thing, with ber fair 
balr puffed out under ii plumed h at 
“Mother la waiting In the motor, 
aile said breathlessly. 
“We are on 
our way to the charity bazaar, and I 
want some money.” 
The Judge kissed her. 
“Now It’* 
Oliver's turn,” he teused. 
“Oh, father,*' site reproached him, 
witli a sob, Vyou know Oliver and I 
have bad to break our engagement be­ 
cause norther won't hear of It!*’ 
Aud 
abe bld ber face on the judge's shoul­ 
der. 
The Judge glanced at G iver. 
“Tell 
ber,” he commanded, and (tie boy be­ 
gat! n halting tale. 
As he proceeded Butane Interrupted 
“You mean that some one bas left you 
a fortune?” 
Oliver nodded 
With her face shining, the girl went 
swiftly to her lover. “Oh, Oliver, Oli­ 
ver,” she said, “how hnppy I am!” 
For a moment he hesitated; then he 
gathered her Into Ids arms. “It’s worth 
everything to know that you are mine, 
Hoxaue,” he said huskily. 
The rustle of silk skirts in the hall 
brought him out of his rhapsody, 
“It’s 
your 
mother,” 
wa rued 
the 
judge, aud when the rather stout lady 
In mauve entered she found two sol­ 
emn young r»eople on each side of the 
Judge's desk. 
“I thought Hexane was never coming 
down,” she punted, 
“J found Oliver here,” Hexane ex 
plained, "and, oh, motlier, a rich rein 
th e has left blin a fortune.” 
‘A fortune Oliver I” scoffed the stout 
lady. “ Why. he hasn't a rich relative 
in the world.” 
“The fact remain*, my dear.’* the 
judge assert id blandly, “that he ’has 
had a fortune tuft him by a distant 
cousin." 
'W hat cousin?** was the demand, 
“You needn't tell mc. James.” 
‘ Tut, 
tut." 
the 
Judge 
cautioned. 
“Don’t accuse the boy of lying.” 
“I’m not accusing anybody.” .Mrs 
Vandiver stated. “ I merely asked you 
whut cousin, James.** 
"I’m not sure of the name. Abide,” 
be stammered 
“Per ha in Oliver can 
satisfy you.” 
But Oliver weakened. “I think Mrs. 
Vandiver is right.” he said unsteadily. 
** I' ut ii I can offer satisfactory proof of 
my good fortune it will be well for me 
to give up Hexane Tiler** may be some 
mistake.” 
“Of course.” Maid 
Mrs. 
Vandiver, 
with aggravating sureness. “Come on. 
Box ane.” And six- dragged her un wit 
ling captive from the room. 
Left alone, the conspirators stared at 
each other. 
“Now you’ve done it,” said the Judge 
disgustedly. “ Why couldn’t you bluff 
It out?” 
“Not with Hoxane’s trusting eyes on 
me,” said Hoxane’s lover 
“ Well, if you knew Hoxane’s mother 
as well as I do,” the Judge growled, 
“you would know that It’s the only 
hope*" 
After a depressing silence Oliver 
ventured, “Perhaps lf you approached 
ber differently you might get better 
results.” 
The Judge smiled 
“Dow do 
mea u V 
Oliver blushed. 


That was Mrs Bowser sitting there 
before b im -the same Mf! 
Bowser 
whom be bad bul (dosed and browbeat­ 
en for year* un I year* aiel she w as 
now talking to bim lh that f ar bion, 
It 
was th** same woman aine enough, but 
he looked at ber as one In a dream, 
aud her words seemed to corno from 
far away 
”! buy the meat and groceries,” she 
continued, “and I buy as economically 
as I can. 
I save at h*aat 13 |*er cont 
more than you could, and yet you are 
always butling fault, 
I am tired of It 
You either coats to talk or I cease t»» 
buy. 
You are also constantly tuts I 
dling with the kitchen help ami there 
by usurping my authority, l f you think 
you can run the kitchen then stay 
home aud do It. 
The lw**t girl I have 
had for a year left in® yesterday bt* 
cause you were always i»»>klng your;(a 
note In the kitchen.” 
‘T poke (toking nay nose?” murmur- 
ed Mr. Bowser sa he grew white 
Y*1 you don't want to pay a fab- 


That Meat Bill 


Your meat bill is quite an Item and 
worthy of careful consideration. 
I„You want the best meat on the tnar- 


around the mouth. 
“That’s what I said. 
You thought 
yourself a philanthropist when you 
•nesked down and saki It wa* too bed J meat at reasonable prices. 


[alnus price for It. 
We don’t blame 
you. 
Try us when you want the hest 


you 


We 
make 
enlargements 
from film- that are clear 
and bright bringing out all 
the finer details of the film 


Good work and reasonable 
prices. 


Ob, well, I’ve some­ 
time* thought, sir, that if you appealed 
to your wife's sense of romance”— 
“Abble’a 
sense 
of romancer 
the 
Judge ejaculated. 
“Yon must have some memories that 
would make ber fc»*t tenderly tow ani 
you—toward us”— 
“It bas been ho long,” the judge mur 
roared and found himself suddenly 
curious as to when lie had ceased to 
think of Abide as the princess in his 
fairy tale. 
“You see, i m afraid we're beyond ro 
mance,” he murmured. 
“She wouldn’t 
understand.” 


she had to work for a living, but she 
called you a baldheaded old meddler!” 
"She- she called me that, dbl she? 
Why, the—the”— 
“And here’s another thing. Mr. How 
aer. You come home ami want to play 
cards to pass away the evenings 
We 
ait down to play, and tseeanae I bent 
you throe or four straight game# you 
got mad and kick things about and 
wish yon bad spent the evening at the 
clul». 
I don’t know where your club 
Is or what It la like, but any time you 
prefer it to my society don’t hesitate 
on my account 
As a matter of fact, 
you hardly know one card from an 
other and should take lessons from nu* 
for two or three months, 
However, 
as I Hindi never play with you again 
it’s a matter of Indifference.” 
Mr. 
Bowser rose up and gapped. 
Then he sat down and choked. 
Mrs. 
Bowser could sci* bis lips moving, tint 
no sound came from them. 
“And you talk about my extrava­ 
gance In clothes," she said as she look 
(Hi bim up and down. 
“Yes, that Is a 
I*et hobby of yours, and yet you know 
you spend more for cocktails than I do 
for gloves, more for cigars than I do 
for shots*, more for worthless patent 
medicines than I do for dresses. There 
isn’t a husband in tin* state earning 
•730 per week Whose wife doe* not 
dress like a queen compared to me. 
You have got to stop throwing away 
money aud turn It over to me to dress 
on!” 
Woman w o m a n ! ” 
Mr. 
Bowser 
managed to gasp, but she (Minted her 
finger and said; 
Once in a great while you open your 
heart and give me n dollar for pin 
money, hut you exjtect It to Inst un* for 
three months. 
J want to change right 
here and now. I want ii weekly allow 
alice, and a liberal oui* at that! 
You 
Himjdy drink fewer cocktails aud smoke 
fewer cigars and I’ll take the money! 
It's a favorite theory of yours that no 
woman can be trusted with money, hut 
lf I can t make 7." cents go further 
than your dollar 1*11 bt* willing to men I 
my ow n shoes!” 
Mr. Bowser got up to walk ulwmt, 
but bis knees wabbled so that he had 
to sit don n again 
“There s another thing, while w e are 
talking matters over. 
Whenever you 
get mad at un* you talk divorce, a Ii 
mony mal all that, 
lf you want a dl 
vor< <* from me go and tile your appl! 
cation, and I won’t contest It. 
I'm 
young enough and got si looking enough 
to find another husband in a year or 
two, and FII take care he Isn't a crank! 
Ah to alimony, Fro helped you to make 
all you have, and I shall want half of 
It 
If there's a separation one of us 
will have to leave this house, and ll 
wont be me, Mr 
Bowser' 
I think 
this if about all. 
I nm now going up 
t<* my room, and should a ny bod,* call 
you will say that I am lien at home 
Should you wish to talk with me on 
any subject we have missed Just come 
upstairs and give three raps on the 
door, but I think co have goo® Info 
matters pretty thoroughly.” 
She va ii b led upstairs, and then Mr 
Bowser sat with his head in his hand* 
and thought aud pondered for the next 
half bour, 
Ile couldn't make it out. 
try as he would, and w hen Mrs, Bow 
aer carne downstair* at midnight she 
found him asleep on the lounge with » 
tear in tile corner of either eye. 


C. L. Bernhard & Son 
8. MAIN ST KEET. 
Citizen* HJS. 
Bell 166 
We Give Rebate Stamps 
We Have Our Own Delivery 


Itisf Actory. 


Judge—Thirty day*! 
Prisoner Oh, plans®, don t lend m i 
lo Jail, your honor. 
Judge-W ell, then I’ll maka It 330. 
How's that? 
Prisoner— Flue.—Philadelphia 
Pres*. 


Intent* Love. 
“Do you really love Emmeline?” ask 
cd lib treat friend 
“Love her?” responded the man with 
the limp 
“Why, I’Ve curved her name 
on my cork leg **- Philadelphia Ledger. 


Too Much Rttt. 
We tar It I* the "day of Not. ’ 
I’m M|M-fiHlr>s now of Sunday 
Du! w tty do we fe»tl i e dkdrruled 
Aud mu tit*row tired on Munday? 
—Clin matt! (enquirer. 


GOT STRENGTH 


H# Fought With Mothy. 


Mrs. Eddy Had Only Three in 
Family, Yet Was So Ner­ 
vous and Worn Out Could 
Not Do the Work. 
Fair Hitch, V t - " I wa* so nervous 
nod run down that norm* day* I could not 
do my housework for my family of thro®, 
My nerves wore very weak and I hail 
pain* around my heart. I bari doctored 
for almut two years without h.*lp. One 
day a Vjriol booklet wa* left at our door 
and I decided to try it, arid thanks to 
Y'inol my health has been restored, so J 
can do my work once more. 
“ I have told my neighbors about 
Vinal and shall always praise it for 
what it lias done form e." 
Mrs. Jam es 
ll. Emir, Fair Haven, V t 
What Vino!, our delicious ci*d liver 
and iron tonic without oil did for Mrs, 
Eddy it will do for every nervous, Weak, 
run-down man or woman in this vicinity! 
I 
Vino! creates an appetite, re ch tab- 
lishe* perfect digestion arid makes good 
pure blood. 
In this natural manner it 
builds 
i ta ted, 
and replaces weakness with 
strength. 
Try a bottle with the understand! 


General von Mnssow, 
commanding purv b 
the Ninth German army 
corps, in his build* up the run down, weak arid debih 
younger years was a member of Mom 
‘ 
by s guerrilla baud. 
JI® came to this 
country Jo lHd.% a young Prussian lieu 
n y a bottle with the understanding 
tenant of cavalry seeking adventure that your money will be returned lf It 
and enlisted under Mushy. 
Ila was does not help you, 
shot through the lungs 
in PVM and Blackener 
A Tanquary, druggists, 
eventually returned home to resume 
Washington Court House, Ohio, and 
his army career. 


Mechanical Cotton Picker. 
Should a Hioehaui* al cotton picker, 
recently Invented, prove practical it 
will revolutionize the industry In this 
country. 
It is a huge contrivance, 
driven by one man, much as an au 
(©mobile in o(*erated, ti/id claim is marie 
that it vv ti I pick bo per cent of the cot 
ton without injury to the unrip® M itt 
or the phi lits. 


at badfng drug stores everywhere. 


DELBERT C. HAYS. 
ANSC0 CAMERAS, FILMS 
ANO PHOTO SUPPLIES 


Her A m e n d m e n t. 
Little I Ada bad been given a short 
poem lo commit to memory by uer 
teacher. 
lo It mere lilies occurred, 
“Hat! on. ye mariners, the night is 
It seems to me,” said the wise young gone. * laitei when requested to repeat 
tbe poem she rendered j Le tine* men 
Boned thus, “Sail on. ye married men 
tile tight Is gone.”—Chicago New*, 


Daniel, “that a woman is never too 
old to resist an appeal to ber h ea rt” 
The Judge pondered 
“I asked ber to 
marry nae on Get 15 twenty-two year* 
aff®-" 
‘There!” Oliver exclaimed, "and to 
day to the 14th, and tomorrow Is an 
anniversary. 
Oh, yoti’v# got to take 
advantage of that, Judge.” 


Avoid Introspection. 
Photographer Pa king plain looking 
glij and ber escort*-Now, try* not to 
tblok of yourselves at a ll-think of 
something p leasant-london Opinion 


ITCHING ECZEMA 
Cured by our Saxo Salve 
Bagdad, Fla. - ‘T o all people suffer- 
log from ecx* ma of any form I want 
to recommend Saxo Salve. 
I tried 
everything my friends would suggest 
for itching eczema on my hands, but 
nothing helped it at all untiJ an old 
lady told mc about Saxo Haiv.- and one 
tube has entirely cured me. " —Calvin 
WILBON, Bagdad, Fla, 
If we can t cure your skin trouble 
with our Saxo Salve and Saxo Soap we 
Will buy back the empty tube. 
Black mer & Tanquary, druggists, 
Washington Court House, Ohio, and 
at leading drug stores everywhere, 
_________ 
adv 


A LB ER T R. 
McCOY 


Funeral Director and Embalmer. 
Office 222 E. Court St. 
Bell T«I„ 
office, 27; residence. 9 ft. Cl Me*-ut, 
office, 27; residence 541. 


*furo Four. 
THE WASHINGTON DAILY 
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lot and Motif ii 
Spread rn N* 


sharp 
which will he kill***! by fin 
state veterinarian* Thursday morn- 
11) K, 
I 
Tin 


Disease Con tin ne* to 
lohboring County ©* j 
stock on tho Fred 
O rw M M d Or»ve Apprth*MI«« “ W 
r farm. nrar 
Port 
WUIIam. 
Held t « t Wi stern Part of F a j^ tt 
, pprBtMd W ednmdar morning, 
A*mn be Tted Bp Hard and Tight.I 
"hlfh ||i(. w„rk <jf 
, he 


I 111 IT I lf 
n the 


>f and mouth MI ne a Md 
eon 


gi»restl in Green# enmity, 


miles west of the Fayi’tte 


>>, and along the Hramthop- 


iii vt, hi» Ii has < arr led stock 
mf! ( fed i>< ighltorhood 
The latest development* In the »-p|- 
<i# mo are giv< n hjr the Xenia Gazette 
of Wednesday evening, aa follows: 
•Confirming the belief of the gov­ 
ernment experts that th*' 
foot 
and 
mouth disease had attained the pro­ 
portion* of ii serious epidemic in the 
vicinity of Port William, investiga­ 
tions Wednesday morning uncovered 
two other serious eases OO the farms 
of Russell Mason and Charles Mason, 
near Port William. 
Hlrln quarantine 
w a* clamped upon both farms when 
the discovery was m ade and the oc­ 
cupants are penned up, 
unable 
to 
leave the premises. 
"On the Russell Mason farm 23 
head of cattle and 40 hogs are affect­ 
ed with the disease in advanced stag­ 
es. 
tin the farm of Charles Mason 
there are 4 head ©f entile, 4 I h**nd of 
hogs and 14 head of sheep suffering 
with th« disease, 
Other easi-s in the 
neighborhood will likely he discov­ 
ered with the continuance of inves­ 
tigations. 
"Work was 
started 
Wednesday 
morning upon the rxeuv at ion 
of 
a 
trench on the Clarence McKay farm, 
near New Burlington, where th*' dis­ 
ease was first discovered. 
Owing to 
the frozen condition of Hie soil it was 
necessary to blast to loosen tile cart Ii 
for the digging process, 
A (ranch 
60*10x10 will be dug upon the farm 
and In It will he plac'd the carcasses 


[trenches was begun 
The stock will 
be kdhd Friday morning, 
"The foot and mouth disease in it* 
worst stages was found 
upon 
the 
Inn&c Mason farm In the same vioin 
sty, whih* the mildest < ase existed 
among the stock of Clarence McKay, 
The other case* are all serious, 
"It Is now the supposition that the 
cases of the toot and mouth disease 
originated in hogs that 
had 
been 
treated 
with 
the 
Great 
Western 
Cholera serum and was 
spread 
by 
them to the cattie and sheep in the 
neighborhood by the tracks of dogs 
who roamed over the fields. 
Most of 
the hogs in that district had been 
vaccinated with the Great Western 
serum and the infection 
from 
this 
source is very plausible, as It was 
condemned by th** Chicago officials at 
ibe time of the first outbreak several 
months ago. 
“Stringent orders have Im-«*ii issued 
to x>rcv**nt dogs 
from 
running 
at 
large in the quarantine district. Own­ 
ers are given the choice of keeping 
their dogs in confinement or having 
them shot 
Land owner* are request 
cd to kill dog* which arc found roam 
ing at l a r g e over He lr farms. 
Every | 
thing is being done to 
prevent 
a 
further spread as it is now in a most 
serious stage 
"Blate officials look upon the sit­ 
uation in Greene county 
as 
being 
very grave, 
The Dayton stock yards 
were 
closed 
Wednesday 
morning 
when I* was learned that more caspg 
of tile foot and mouth disease had 
been discovered In this district, 
It 
is expected Hint other stock centers 
iii southern Dido will lie forced 
to 


Thursday, January 14 igiti 
\ 
JANUARY CLEARANCE SALE! 
■HH 


There is only one way for you to appreciate this won­ 
derful january Clearance Sale of absolutely new and first- 
class merchandise, and that is to come in and let us show 
you through. 
And remember, please, that everything we 
show you is new—this season s styles. 
We are not trying 
to sell a bunch of old style odds and ends. 


Don't go and buy an old suit that has been in stock for several years but 


come here and buy absolutely new—this season’s styles—at prices that are 
less than the wholesale price to us. 


of 43 heed of cattle and 12 hogs and I cl o h o find undergo disinfection.' 


Men's 
Men 
Men's 
Mens 
Men's 
Men’s 
Men's 


$10.00 Suits and 
Overcoats 
J 7 50 
12.50 Suits and Overcoats..................$ 9.38 
15.00 Suits and Overcoats 
$ 1 1 .2 5 
18.00 Suits and Overcoats 
$13 50 
20.00 Suits and Overcoats................ $15.00 
22.50 Suits and Overcoats.................$16.88 
25.00 Suits and Overcoats 
$ 1 8 .7 5 


OF OREA! IMPORTANCE 


Tho congregational meeting of the Hon; a separate roll for Ho* East End 


Presbyterian church trilled for Thuis 


day evening, January Hu* 2 I st 
is big 
with possibilities in the work of lo 
cal Presbyterian! 
It is convened for the purpose of 
changing 
the 
First 
Presbyterian 


constituency will be carried for any 
desiring to p l a c e their names thereon. 
Through the new policy advocated 
bv the session, the East End Chapel 
will have representation In the man 
agement of the church, through hav­ 
ing Its own member of the session 
church and it. branch, th.- Brat Bud 
te„ rrt „f dMcon»; 
Chapel, into a collegiate church, put 
i 
s 
c 
This double representation in tho 
ting it upon a basis in conformity to 
, u 
................ 
i i 
.I 
, 
. 
On lo Ecclesiastical courts also sends 
the foremost erelesinatleal practice. 
.... 
. . „ , ,. . 
, 1 , , 
, 
, 
two elders as representatives to tho 
The idea Is I ti At upon this baals tho _ 
. 
. 
. 
. 
t.a ..I w»I. 
r ,» 
, 
i 
, 
. 
Presbyterian Synod, Presbytery and 
handling of 
tho local 
Preshvterla i 
L 
l 
... 
. 
General Assembly 
in 
place 
of one. 
church, with 
its two plants, will ta* 
,...... 
, 
_ , 
, 
, 
. . . 
The assistant 
pastor becomes know*ri 
simplified and placed upon a bott* r 
l».,-l...uu r„nhH.„U« 
»» th" **»Cl»te pastor, With H divis­ 
ion of I he various activities shared 
will! the regular pastor. 
There will 
also be one budget for the expenses 
of the t wo plants. 
The coming congregational meet- 


h a. a. 
a policy to he woven 
ls Ct,rU"lly on<> ° f taHXtefnce. 
!" 
Y"‘ 
EAST end chapel. 
w ngraw tlon n l mortln*. 
it, aul..,- mM-wei-k meetii.K al Ka .- 
The chief article, embody that It Bnd chapel tso lth t. 
will bp the permanent policy of the 


One-Fourth Off On Boy’s Suits 
One-Fourth Oft On All Odd Pants 


If you are in need of anything in the line of W inter Clothing it will be 
well worth your time to come and see these special values. 
Buy or not, as 
you please, you are just as welcome to look as to buy. 
H. T. WILKIN & CO. 


Court Street 
Next Door to P. & D. Bank 


business foundation, tending to bring 
nm two churches into greater har­ 
mony and added community of Inter­ 
nals. 
Ah a result of weeks of labor the 
session of th® Presbyterian church 


NOME TALENT 
SHOW TONIGHT 


church t<> employ two pastors; that 
the East End pastor should be each 
Sunday afternoon in attendance at 
the East End 
Sunday 
se bool and 
should call on the constituency of 
tile chapel; that a p rea c h in g se n d e e 
be maintained ut the chapel, with 
mid-week prayer meeting, and what 
ever auxiliary organisations demand­ 
ed; there shall he upon the session 
and trustee board one member nom­ 
inated by the Fast End constituency 
and elected by the entire co agrege 


HAG BEEN ORGANIZED 
The Juniors of the Y, M. C, A 


A great deal of interest centers on 
the home talent 
production, 
“Tho 
Million Dollar M W tree of Sa va ge­ 
mini,’* which will be put on at the 
Empire theater tonight, under the di 
rection of Mr. Walter Springer. 
There is a laugh in each line, and 
all of the cast will "hew to the line*’ 
and an enjoyable time is expected. 
The cast of characters is given bt 
lo w : 


Jake Heinz, 59th variety. .R ay Saner 
Sherlock© Combs, a defective de­ 
tective . .................. Walter Springer 


MARK-DOWN SALE 


STILL GOING ON 


THE BEST BARGAINS 


Of the Year are (Here 
SENSATIONAL SALE OF 
29 Dresses 


Buckskin Buddy from Savageland 
have organized Rn orchestra and the 
..................................... 
Julian Ktcr 
first regular rehearsal was beld Wed- Gilroy Clay, in l o v e ............................ 
ti ©aday night 
Several boys of more than ordinary 
talent are enrolled, and the organza 
t iou is expected to develop 
Into 
good one. 


Herbert Davenport J 
Big chief Heap Much S c a lp e r s .... 
................ Fred Feller 
a | Marigold Lee the Quaker M a id ... 
................................ 
Jane Williams 
i Miss Daffodil Dotty, a poetess of 


m——mr i 
passion . . . .Mrs. W a lte r Springer 


I lie Junk & Willett Hard­ 
ware Co. 
having pur­ 
chased the Dice - Mark 
Hardware Co. stock of 
merchandise, the Dice- 
Mark store will be closed 
See Elmer Junk.of junk & 
Willett Hardware Co., 
for information. 


Birdie Magoogin. the Irish Cinder­ 
ella ........................ Florence Michaels 
Y so be I in vaudeville. Ruth Culberson 
I Ween ah, th© marble l a d y ................ 
I 
............ 
Gladys Jones 
Summer 
.................. Chloe Brock 
Cowboys 
Albert 
A. 
Barney and 
Carroll Ford. 
Indians 
Joseph 
Wilson, 
Clark 
Coffee, Orlando Hays, Ralph Schleieh 
and Homer Hodson. 
Pianist— Warren Sehleich. 
JOHNSON ORCHESTRA. 
Aet I. 
Scene, Hotel Gesuntheit. 
Act 2- 
Scene. Savageland. 


All This Season’s Purchase 


High Grade Dresses that sold from $20 to $35 


Ghoice.Tomorrow Morning and Balance of Week Only 


Alterations 


Extra 


Alterations 


Extra 


NEW LEAGUE 
A basketball league ahs been or­ 
ganized by the Juniors, and the first 
gam© of a series will be played on the 
Y. M. C. A. gray floor tonight, 
» 


Mrs. N S. Barnett is quit© ill, be­ 
ing threatened vvfth pneumonia. 


These dresses are the very latest styles and are of 
Silk Canton Crepe 
Silk Moire Crepe 
Willow Taffeta 
Charmeuse 
Gaberdine 


French Serges 
Wool Crepe 
Wool Challies 
Brocades 
Whipcord 


ctinr^nv. January 14. 1i)15. 
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I n S o c ia l (C ircles 


P a g o F i v e . 
warn 


A a 
age of interest to a widely 
circle of friend* took place 


piact » 
••ber*' v» 
b*ve I" * 
v ic ter 
Rev F 


paster ot 
cfcurcb, f 
The br 
md tin 


that city. 


“ Mr. Clasgens is « talented young 
pda> bt 3 o'clock p. in. when I t t a | new spaper man w ith 
much 
special 
aDl, ballard, only d a u g h te r of s literary ability, and has many Spring ll 
A; ' .tii*1 *■ r 8 Ballard, became th e field friends. 
His fiancee is a girl of 
Mr. M ortimer Clasgens. 
Jch arm in g and winsome person a lk y 
to the recent d eath of the She was formerly a resident of Wash 
[her. the m arriage wa* en- ington C. IL, but now resides in tho 
va ie. the ceremony tak in g Queen City. 
ie apartm ents in C incinnati j 
* Mr. Clasgens and his bride will ! 
Ballard and her d au g h te r come to this city immediately after 
making th eir home for th e J th e ir m arriage and be the guests of 


of 
mg 


d* rick Nelson M acmillin, 
the 
F irst 
P resbyterian 
W alnut Hills, officiated, 
ie is a girl of rare beauty 
oiled talents, her gift in 


anilic amounting to positive genius. 
She has been enducated in several 
schools, f ending last y e a r a t W a rd -‘Clark, Mrs. M. 
L. 
Rea, Mrs. H. F 


Mrs. J. ll. Long, in Cecil street/* 


In honor of Mrs. Van W inkle, of 
W ashington ( \ H„ the guest of Mrs. 
W, H. Riddle, Mrs. Cheney Burnham 
en tertain ed at auction 
bridge 
on 
Monday afternoon. 
The guests were; 
Mrs. Scott Chenoweth, Mrs 
Gideon 


B e lm o n t 
Nashville, Tenn., and con 
tinning her studies in piano in Cin­ 
cinnati Uhs w inter. 
Mr. Clasgens w as form erly con­ 
noted with th© Springfield Sun, aud 
ii now a member of th e repertorial 
stiff of Us* 
W ashington Daily H er­ 


ald. 
Altbouuh young, he is an excep­ 
tionally bright fellow, w ith decided 
journal^’ c ability and a polished, 
likeable 
personality, 
w hich 
w ins! 
(deads wherever he is located, 
Mr. anu Mrs. Clasgens left shortly 
after th* ceremony for 
Springfield, 
and will -pend a few days a t the 
home of 
the bridegroom ’s 
m other. 
Mrs. James H. Long, before re tu rn ­ 
ing to this city, w hich will be their 
home for the present. 
The Springfield Sun of Wednesday 
anticipated the n u p tia ls in th e follow­ 
ing announcement: 
"Friends 
of 
M ortim er Clasgens, 
formerly with the Sun, now connect­ 
ed with the W ashington C, H. H er­ 
ald, will be interested to know th at 
he is to he m arried tom orrow m o rn­ 
ing in Cincinnati to Miss Constance 
Ballard, daughter of Mrs. B allard of 


( handler, Mrs. H orace Jones, 
Mrs 
F ra n k Conway, 
Mrs. W. ll. Riddle, ! 
Mrs. Xerxes F a rra r, Mrs. J. C. W in- 1 
chester, Mrs. C linton Morse. Mrs. A,I 
J. Strain, Mrs. Ida W hite, Mrs. Omer 
Jones, Mrs. Rea 
Chenow eth, 
Miss 
Fanny Vent and Miss Jean ette Van 
W agener. Mrs. Oideon Clark won the 
priie.— Madison County Democrat. 


Misses L aura and Dorothy Plymirc 
entertained the “ W illing W orkers” 
[of th e F irst B aptist church W ednes­ 
day evening, 
A fter the business p art 
of 
the 
m eeting was over a social hour wcs I 
enjoyed 
in which 
dainty 
refresh 
men ta were served. 


Mr. and Mrs. S. E. Simmons hos­ 
pitably en tertain ed a jolly crowd, 
W ednesday evening w ith games 
and 
music. 
L ight 
refreshm ents 
were 
served. 
T he guests 
included 
were: 
Mr, 
and Mrs. Taylor Barger, 
Mr. 
and 
Mrs. D, L. Moore, 
Mr. 
and 
Mrs. 
H arry Hyer. Mr. 
and 
Mrs. 
Cleve J 
Shough, Mr. and Mrs. Ray Coffee, of! 
Chicago. 


j 
Mrs. 
C. 
W. G arrin g er 
returned 
T hursday afternoon from Greenfield 
w here she was called by the illness 
of her m other, Mrs. Jam es Dewier. 


Prof. W. VV. Davies has recovered 
from his recent illness at th e hom e 
| of his wife in this city and returned 
to his chair in th© O. W. U. 
Dele- 
f 
ware, W ednesday. 


Mr. and Mrs. T. J. E ngland, of Mt. 
Mrs. john 
I. Cassidy arrived from ste rlin g , are shopping visitors here 
Washington, 
D. C., T hursday to 
be today 


f PERSONAL 
/ 
I PARAGRAPHS J 


Mrs Anda H enkle enjoyably en. 
tertCtaed the T hursday “ 500’’ club 
this afternoon. 


I 
STUTSON’S 
January Clearance Sale 
A Few Among Many of Our 
Extraordinary Bargains 


< )ne .Special line of Ladies’ Suits at 
$ 3 4 5 
Ladies' Suits, regular price $18.50 to $25.00, at 
$ 6 l9 5 
One .Special line of Ladies’ Coats at 
S t 19 
One Special line of Ladies’ Coats at 
SI*95 
Ladies’ Coats, regular price $12.50 to $18.’50, at 
S5.95 
Ladies Coats, regular price $25.00 to $50.00 at 
$9.95 
Children’s Coats, regular price $3.50 to $5.00, at $1.98 
Special Ladies’ Skirts, regular price $4.50 to $5, at $1.69 
Special Ladies’ Skirts, regular price $6.00, at 
$3.45 
Ladies Flannelette Kimonas, value $ 1.00, at 
29c 
Ladies Flannelette Gowns, value 50c, at 
35C 
Ladies’ Flannelette Gowns, value $1-25, at 
7 9 c 


This Sale is a Great Money 
. 
Come and See Us. 
Frank L. Stutson. 


the guest of Mrs. Louise Stutson Pot 
ter and Miss Ja n e t Stptson. 
rn rn 
rn 
Mn and Mrs. Van Horn, of Colum­ 
bus, were the guests of Mr. and Mrs. 
D. FL W oodllng Wednesday. 
rn 
• 
• 
Miss R uth Stinson, 
of Lafayette, 
Ind., w ho has been visiting her cous­ 
ins. Mrs. P otter and Miss Stutson, is 
the guest of her aun t, Mrs. B ertha 
Miller, this week. 


Mr. W. E. Bonfoey,^>f Tipton, In d .,’ 
who has been the guest of Mr. aud 
Mrs. I). 
S. Craig, left W ednesday 
a f - j 
ternoon 
for Florida, w here 
he w ill' 
spend the winter. 
Mr. W. D. Blake-, 
more, who left Monday, rem ained in • 
Cincinnati until W ednesday e v e n in g .! 
Mr. Bonfoey jo in ing him for the trip . 
south. 
I 
Mr. and Mrs. E arl Mallow retu rn - 


Mrs. Joseph H aggard is spending 
Miss E thel Ford has retu rned to 
we®k the guest of Mrs. F ran k I 
h er home in M illedgeville after a 
th re e m o n th s’ visit w ith her sister, 
Mrs. Charles Stew ardson 
in 
Long­ 
mont, Col. 
Mrs. J. R. P alm er and baby, who j rence Cum m ings an d baby, of Fin 
jhave been visiting 
relatives 
here, clnnati 
Je a v e Friday m orning for th eir home 
in Muncie, Ind. 
Miss Jean Palm er 
goes home with them for a visit. 
Mr, F rank Tilton is able to be out 


G arringer, on th e Chillicothe pike. 
Mr. and Mrs. T. F. G arner have 
had as th eir guests this w eek Mr 
and Mrs. Frank G arner, Mrs. Lac. 


to Toledo Thursday after a visit I 
. . 
. 
. 
. 
. 
. 
. 
, 
. 
. 
. . . 
J Mrs. Alice T uthlll, of Chicago, who 
with Mr. M allow ’s p aren ts Mr. a n d '. 
. 
, ... 
’ 
V ’ 
w 
’ 
, has been visiting her d a ug hter In 
1 \i 
L l 
, 
K ansas City, Mo. is the guest of the 
Mrs. Sylvia Maxwell was up from . .. 
. . 
* . 
... 
r . 
, 
, 
j Misses Adams and 
Miss Miller on 
Cincinnati this week to see the Ab- ... 
, , 
* 
, 
. 
* 
W a s h in g to n avenue, 
aoci&ted Charities Board in regard to 
... 
,, 
.. 
^ 
.. 
° 
1 Miss Grace McHenry is spending 


Mrs, Herbert Johnson has recover­ 
ed from a recent operation and was 
able to leave the Fayette hospital 
W ednesday. 
She will visit relatives 
.’afte r a serious illness of ten days. 
tin this vicinity before re tu rn in g to 
j 
M iss M arie Smith of Jeffersonville her home in Columbus. 
is visiting her aunt, 
Mrs. 
Georg * 
P e titt on West Temple St. 
Miss H ate Perry is visiting friends 
in Xenia. 
Mrs. Jen nie P arrett, of Good H ope, 
is visiting her sister. Mrs, 
VV. 
VV. 
Shoop. 
Miss E sth er Boggs has 
returned 
from an extended visit w ith Miss Mc­ 
Coy in W ashington, D, C. 


FRAIM MEETINGS 


the position of visiting nurse. 
There 
bar 
,wo applications for t h i s | |D CoJurabus 
position since the recent organization 
of the socety. 
Mr. F ran k Wolfe, of Columbus, i 
a business visitor here today. 


th e week with Mrs. Luelia H erbert 


$1500 
$1000 
$500 
T O L O A N 
O N 
R E A L E S T A T E 


g l e n n m . p i n e 
INSU RA NC E 
J u d y Block. Tel. 538 


A num ber of prayer services will 
be held tomorrow afternoon af 2:3*1 
o’clock, in conner Hon with th** re­ 
vival services of G race church 
The public is inviter! to attend th * 
m eetings, which will b e h e ld in tie* 
following homes: 
Mrs, Scott Hopkins, East stre e t; 
Mrs. O, S. Tobin, 8 N orth St.; Mrs 
Win. McClain. N. 
North St,; 
Mr* 
Sarah Hixon, Grace St.; Mrs. J,. P 
Sever, corner Temple and Forest Hts,; 
Mrs. J. F. Williams, FI, M arket St.; 
Mrs. T. W. 8im m si S. Main St.; Mrs. 
Foster Lane, Van Demand Ave ; Mrs, 
Jan e Davis, Hinde St.; Mrs, Elizabeth 


E 


Mrs. F ra n k Hays is suffering from 
a severe attack of tonsllitis. 
Mr. Charles Allen returned T h u rs­ 
day from Detroit, Mich., w here he a t ­ 
tended th e m eeting of Grand Circuit j Fowl ess, Grand Ave 
Stewards. 
E nroute home he stopped 
in Columbus to attend the Ohio F air 
C ircuit meeting. 
Mr. Seth 
E. - P a rre tt 
returned 
Tuesday to his home in Cleveland. 
Tom Easton has been appointed 
and has qualified as ad m inistrator of 
the estate of N annie Bird, the wo­ 
m an w ho w’as shot and killed in the 
French Flats recently, and for which 
ta ining 
five counts, was dismissed by 
W illiam Howard is confined in the Justice T. N. Craig, VVednesday. 
county jail fcr m urder in the first 


IN JUSTICE COURI 
T he case in which John Mf Donald 
caused th e arrect of Alonzo H art, col­ 
ored chauffeur, on an affidavit ton- 


degree. 


t w e l v e y e a r s a g o 


Eightyfour per cent, of the bread in the United 
>tate9 was baked in the homes 
Today the bakers 
are baking sixty per cent , and steadilo gaining. 
You will pass up your doughpan the same as your 
grandmother pushed aside her spinning wheel. 
She was progressive, and you are, too. 


g, W ednesday 
The trouble ar ox over a machine 
driven by H art strik in g and injuring 
the plaintiff in the action, th e a r ­ 
dent occurring at the interaectfon of 
Main and Temple streets, some two 
weeks ago. 


Sauer’s Butter-Krust Bread 


will be one of the means of your emancipation. 


Ask Your Grocer Which Bread Sells Best 


l a b e l s g o o d f o r r e b a t e s t a m p s 


REW cur HALL 
S tribling and Linn, architect* of 
Columbus, have subm itted prelim in­ 
ary sketches for a new «ity building, 
j which council ib discussing. 
I 
Sketches for a building on the M ar­ 
ket street lot and also one 
for the 
Myers lot on F a y e tte street, were in­ 
cluded iu the roll of drawings. 
At the Monday night session of 
council the city 
building 
proposal 
will be taken up. 


When Any One 
Once Learns of 
the Very Excel- ^ 
-I lent Wlrthmor 


Waists That Can be Bought Here 
For Just One Dollar 


I hey never think thereafter of going else* 
where for a moderate price waist. 
For 
which of course theres just one reason— 
and that is far better values. 
And 


These Are Not Waists Bought Only 
For Sale Purpose 


but new, fresh, seasonable, correctly-styled 
models—the styles you’ll likely see else­ 
where at a much later date—and at some­ 
what higher prices. 
And remember these waists are just One 
Dollar. 
They can be had here and here only 


New Styles Just Received On Sale Tomorrow 


C 
i m 
i e 
r 
B 
I < C > S » 
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PERSIAN CITY FALLS BASKET BALL 


H, S. Gym., Friday Night, 8 o’clock 


Hillsboro H. S. vs. Wash. H. S. 


Thursday, -Th ninn y u rn- 


♦ ♦ ♦ ♦ ♦ ♦ 
DANCING SCHOOL 


A d m issio n 1*5 C en ts 


Secure Tabriz as 
Base For 


, Operations Against Enemy. 


RUSSIANS EVACUATED TOWN 


Thousand* of Destitute Pin io n s F lit - j 
•na Toward th# Caucasian Frontiar 
fiffo rt 
tho 
Turkish 
Advance 
French 
and 
Germans 
Struggling 
Desperately 
For 
Positions 
Near 
Soiaaona, In Northern Francs. 


london, Ja n 
14,~-An advance de- 


Iflrhm ent of the Turklhh arm y has (X- 


rupied the fatnoim city of Tabriz. In 


rorthweKtcrn lV ri.li, and after Ta.ie 


ran, th« 
lanteat city in the country, 
It la IOO mile* to the east of the I ur- 
kish frontier 
The .aking of Tabriz means that 
the Turk a, who undoubted! > had the 
barking of Mono of the wild Turkish 
trlbeaman of this Ira ality, have ae 
’cured an important bn .<* for toe tiro* 
Ja d e d 
G erm anTurkish attack upon 
the Rn animi poatK’salona In the prov* 
tnee of Erl van, north of the Persian 
border and south of Tibia. 
The occupation of Tabriz, which la 
the capital oi the tirovlnce of Azorhah 
Jan, was rend* red com paratively easy 
for 
the Turks by the 
recent 
with­ 
draw al of ItuHHfan forces to meet the 
Cd ionian advance farther west 
Huh 
ala a most vulnerable point, at which 
the Porks are aiming. Ilea among the 
undefended Huhmo Persian frontier lo 
the north of Tabriz. 
There never has 
Teen any necessity for preparing Gila 
portion 
of 
the 
KunaUm 
boundary 
against possible Persian attack 
The 
opinion Is held here that Great Brit 
ain and Russia may offer assistance 
to Persia In flu* defense of her neu­ 
trality as a result of Turkey’s dra­ 
matic advance 


A 
telegram 
from 
Petrograd 
says 
that IO,Oho persons of the province 
of Azerbaijan are fleeing on foot to* 
ward 
toe Caucasian frostier before 
the Turkish advance 
Many of these 
fugit!vea, it is said are dying of hun­ 
ger 
and 
thirst, 
An 
announcement 
from C onstantinople added that the 
Russian 
garrison 
had 
retreated 
lo 
Djuifa, where the Russians ars slid 
to be assembling in strong force to 
defend 
the 
psssage of the 
A rg les 
river. 
The Russians have resumed the of­ 
fensive 
in 
Hast 
Prussia, while the 
Germ ans continue to attack them in 
Roland, and they are again trying to 
cross the Nfda river in southern Ro­ 
land, which is held by the Austrians. 
The tattle which 
is 
creating the 
greatest interest, however, is that in 
the AI rise valley to tue northeast of 
holssons. v here the French have been 
attacking tile Germ an Introit'hrnentn 
for a week 
They succeeded in tak­ 
ing some Important positions on F ri­ 
day last, aud again on 
Sunday, hut 
the Germans, bringing up reinforce­ 
ments. 
recovered 
Home of the lost 
ground. 
Otherwise the 
unfavorable 
weathei 
u h s compelled the Germans 
and giller, to confine themselves to , 
i:i filiery engagements 
The 
German 
general 
staff 
an­ 
nounces til** capture of trenches In 
the suburbs of N iou port, the complete 
defeat of the French near Crony and J 
Resale ( probably crony and Curries, I 
re a r Solasona), with the capture of J 
1.700 troops 
A Frere h attack near 
St. Mfhlel was repulsed and the G er­ 
mans advanced near NoNteny, 


OVED THE SEA 


A w ay across the ocean wide 


(D are we thin k what woes b etide?) 
Rages there a cruel w ar 
Causing sorrow near and far - 


W hen the amoke of battle curls 
There the flag of death u n fu rl*- 
There in trenches dyed w ith red 
Hundreds gladly Join the dead, 


M ust blood flow and must men 
W h ile the weak and aged cry ? 
Can we only watch and w ait 
Stem m ing not the hand of fate? 


t oited States, who was in this city 
Wednesday callin g on friends, w ill 
endeavor to establish some new rec­ 
ords in the standing broad Jump, the 
Blanding high Jum p, and the hop- 
atep-and-Jump. 
W h ile he w ill jum p under handi­ 
cap, any new records that he m »y 
make 
w ill 
he officially 
recognized 
The Chicago club is expecting great 
things from Taylor. 


d ie ’ 


F a ll they fast on every aide 
Men of gifts 
a nation’s pride. 
M any known as soldiers brave, 
T h e ir only goal a nameless grave 


VOTERS AGREE 
TO CENTRALIZE 


Rom bs have burst and rent the air 
La id in waste the land h o fair, 
Dropping seeds of strife and woe, 
To lie reaped by friend and foe. 


M ig h ty cannons flame anil roar, 
As never in the world before. 
Clouds of smoke obscure the dove 
That bears messages of love. 


A bond issue for a new $18,000 
central school building 
in 
W ayne 
township, Pick a w a y county, carried 
this week, and aa a result the five 
I Mub-dfHtrlcta w ill b< consolidated and 
I one building w ill serve the people of 
, that township. 
• 
. 


Monroe township 
Joins 
Fayette 
county on the northeast, and the plan 
of centralization is expected 
to 
de- 


\ elope in this county in the near fu­ 
ture, as it is claim ed that the new' 
school law makes it easier for cen­ 
tralizing the ru ral schools 


FRIDAY NIGHT, Jan. I5th 
A T KC. P. H ALL 
^ 
Beginners’ Class - 
Lesson in W altz 
^ Lesson 7:30 to 9:00. 
. 
Assembly 9:00 to 12- hi 


L a d i e s ’ P 
e 
f * 
P E R C E P E A R C E , In s t r u c t o r 


: 
t 


♦ 
♦ 
I 


ELEVATOR SELLS 
TO SA0I1A MER 


Rapp ic Son, of Sabina have closed 
a deal for the Jones elevator at Sel­ 
den, and w ill assume possession at 
once, according to fnform ation given 
out this week. 
The men also have 
purchased the coal business of M r. 
Jones, and w ill operate the yards at 
that point. 


It is said that the new owners of 
the elevator w ill make some decided 
im provem ents in the elevator, equip­ 
ping It for the handling of wheat and 
other small grains as w ell as for corn 
A large quan tity of grain is ship­ 
ped from the Selden elevator. 


LEGAL H0TICE 


In the Probate Court of 
county, Ohio. 


The Stat© of Ohio Fayette county, * 


Pay nu 


953. 
954. 
995. 


M tb. A u stin ’s 
fam ous 
pancakes 
make a really 
delicious 
wholesome 
breakfast. 
adv 


Y E A R 1 9 1 4 


L, .est Communique. 
Paris, Jan 
14 
'rh® following offi­ 
cial communique was issued by Die 
war office: 
'’Northeast 
of Hobson* 
our Counter al lack 
baa 
progressed 
slightly 
between Cli flies and ('roily, 
hut our troops have yielded slightly 
Ii. (he neighborhood of the village of 
Monee)!, which they still occupy. W e 
also hold St 
Marguerite and Olsely, 
on tilt Alane.” 


W e ran succor 
we can ald 
; Iii ggarH whom this w ar baa made. 
Pray we w ill for pray we must. 
None lint Thou knows w hat is just. 


God of wisdom ; God of peace, 
G ran t this conflict hook may cease. 
M ay this nation through Thy power 
Help to speed the happy hour. 
— Rather T y le r Leland. 


K. OF M. MEETING. 
The K n ig hts of Maccabees of the 
Worlds W ashington Tent 
No. 
390 
w ill meet Tuesday evening, Ja n u a ry 
I 19th. 


(ntallation, in itiatio n and supper. 
All members are urged to be present. 


S E C Y . 


IS 


of to Bremen. 
This proposition was 
discussed with S ir!C e cil Spring Klee, 
the British ambassador, by state de­ 
partment officials, but no definite con­ 
clusion wa., reached. It was indicated 
with certainty that in any event tee 
British 
will 
certainly 
hold 
up tho 
Gaels in order to at least satisfy hcr- 
t lf aa to the contents of the cargo. 


TAYLOR Will TRT 
FOR NEW RECORDS 


W him the F irst Regim ent National 
A th letic meet is held 
in 
Chicago, 
Feb ru ary 19th, 
W ill 
Taylo r, 
the 
Ju n io r champion broad Jum per of the 


Th. ti 
Im mom i ntnrrh la thin section of the 
lo u n tr/ t i m ii 
n i l o t h e r . I U i u k i * put together, gad 
un til 
the ki*t 
few yearn » i n »upp.m«Mi to 
b e 
Incur u t i l e . 
lu r 
a 
great 
ninny 
year* 
doctor* 
pronounced It a local ilia. ane abd prescribed local 
rcnicdlc*. and by constantly tuning to cure w ith 
bu al treatm ent, pronounced It Incurable. 
Science 
ha* proven I ntarrh to be a (-..M utational dtm-atte 
and therefore require* count 11 ii (Ion a I treatm ent. 
H u ll* 
C atarrh 
to re , 
m anufactured 
by 
F. 
J , 
( beney Ai Co,, Toledo. Ohio, la the only Cooatitu- 
tbmal cure on the m arket. 
It la taken In tar na U t 
In do*.-* from IO dro|w< to ii toHMponnfut. 
It acta 
d ire ctly on the blond and mumm, aurfaces of 
th e a.vatem. 
They offer one hundred dollar* for 
any c a w It fall* to euro. 
Send for clr.-ular* and 
ta* ti mon la la. 
Adder*** 
F. J. CHENEY & CO., Toledo, Ohio. 
Hold by Drtiggiat*, 73c, 
'lake Hull 
uml I y Pills for Colo tip* lion. 


Won't Attempt to Engage In Direct 


Trade Kith Germany, 


W ashington, hut 
ii 
Negotiations 
were instituted bv the I niter! Btu ten 
through which it in hoped lo Induce 
the BHtb-h gm annuent not to chal­ 
lenge the recent sale of the Hamburg* 
Anim it an 
(camel Du: la to an Am eri­ 
can capitalist 
it 
P. 
now 
proposed 
that the Dacia which is loading a cai 
go of cotton at Ga H eston for Bremen, 
shall sail tor Rotterdam. Holland, lu* 
I-f ca I ol to I in* i .n u in ll poi J, lo Whit ll 
her cargo originally was consigned 
it ! a h la rn . 
.Icly iudicatt ti to of­ 
ficials here tin i 
‘hp British govern 
me lit would cha! 
c o tho transfer of 
Git* I 'aria ham G* man It) Vmeric.ia 
registry ll she attorn! ted to engage iii 
direct trade wit i Germany 
own th 
Of the t rn ten ’.stitch th«‘ I lucia is to 
carry are said to he apprehensive lesi 
their interei is suffer 
\nd tho slate 
department in now attempting to a,-. 
certain ii 
Great 
Britain will 
waive 
her objections in rase the D ad a goes 
to Rotterdam, a neutral port, Instead 


M arietta, 
O,, 
Jan. 
IT 
Margaret 
Elizabeth Schafer, M arietta’s incuba­ 
tor baby, in one mouth old. 
She cele­ 
brated the (‘vent by tipping the tunics 
at three pounds, the weight represent­ 
ing a gain of sixteen ounces since her 
birth. 


PLAYER KILLED 


Hiram, ()., Jan. 14.--Burna w ith’ 
lie received when a can of gasoline 
which 
lo* 
was 
carrying 
exploded 
caused the death of Kalpa Coombs. 
stat football player of Hiram college 


a * 
H e Ig tu rn H e l p l e s s 
A 
n y lo u a y 
T i S p r i n g , 
s C o m m i s s i o n 


Need of Relief Still Very Urgent, According 
to Latest Reports From Stricken Land— How 


Americans Can Send Their Mite 
A 
By WILL IBW1JS 


A SPLENDID ONE FOR THE BUCK­ 
EYE STATE BUILDING 
AND 
LOAN 
COMPANY, 
RANKIN 
BUILDING, 22 W. GAY STREET 
COLUMBUS, OHIO. 


1. 
A h,sots December31,1914 
$8,076,242.15. 
2. 
Growth in 1914, $1,301,- 
514.97. 
3. 
Added to reserve fund, 
$24,580.46. 
4. 
Our company owns no 
real estate, which shows most 
careful loaning of money. 
5. 
A ll money loaned only on 
first mortgage on homes and 
farms. 
6. 
No loans to our officers, 
directors, or employees. 
7. 
Surely a safe place to de­ 
posit your money. 


To whom It m ay concern: 
N otice is hereby given 
that 
a* 
counts and vouchers have be«n 
in the office of said court, 
B y Adm inistrators of 


1742. 
George L. Fulton 
B y Executors of 


174 3. 
G. M. Elchelberger 
1388. 
J . W . W illis 
B y G uardians of 
84 4. 
Ora Sanders 


Leon H UI 
Irv in H a rris 


K enneath and Glenna Os- 
terlee 


Gede and Marsh Burnett 
persons Interested in said ar. 
counts 0r trusts In any way whatevfr 
w ill take notice that the same ha?# 
been set for hearing on the 6th day 
of Feb ruary, 1915, at or before which 
tim e exceptions m ay be flied to any 
of said accounts and the same will 
lie heard at th at date or ut such 
, other tim e as the court may de.dg 
nato. 


R E L L G. A L L E N , 


Probate Judge. 
December 31st, 1914. 


1009. 
A II 


NOTICE OF APPOINTMENT. 
Esta te 
of 
W m . S. Bonham, 
de 
ceased. 


N otice Is hereby given that Cora 
Bonham has been duly appointed and 
qualified as executrix of the estate of 
W m . S. Bonham , 
late 
of 
Fayette 
.county, Ohto 
deceased. 


Dated this 7th day of Jan ., 1915. 
R E L L G. A L L E N , 
Ju d g e of the Prob ate Court, 
F a y e tte County, Ohio. 
No. 1807. 


DELTA IS DRY 


W a tinct n 
< >, 
Jan. 
11 
Delta, tit 
first tow n ii, J*-, Hon (<u*nt> to vol 
on 
Hie lintier question 
ii nee 
the ho? ut 
rule 
amendment 
wan 
adopted, 
re 
turned a dry majority of 158. 


Pearly Teeth! 


FARMER SUICIDE: 


Woodsfield, ( ) , Jan, 14. 
George F 
i aker, flft.v eight, a well-to-do fanner, 
committed suicide by shooting iiitn- 
self in the head. The tragedy followed 
a quarrel with his wife 


TINY HAMMANS IN STEAM. 


Riilions of 


Clean, w hile, beautiful teeth,! 
«et in firm, healthy, rosy gum s, 
add beauty to the loveliest face 
S a v e m any dental 
pains and 
bills. 


REXALL PEARL- 
TOOTH POWDERS 


helps preserve your teeth and 
keep them white and beautiful. 
It leaves your mouth antiseptic­ 
ally clean, sweet And coed. 


It Mill delight you 


2 5 c p e r c a n 
_ 
I a 
BLACKMER 
TANQUARY 


D 
R 
U 
G 
G 
I S T 
S 


T h o R e x n l i S t o r e 


Flying Molecule* Givs tbs 
Ga* It* Power 
There is hu old scotch proverb that 
"M o n y 
h 
m ickle 
tusks 
n 
muck ie." 
w hich means that tunny 
tim** things 
i'm together make much 
rite power 
of steam tx m case of tnt*, for it can 
drive great iniats through the water 
and It can tear up tin* greatest rocks 
Vet all lie pow et is due to Ute corning 
together of little units of (tower 
W hen we speak of steam we mean 
w ater vapor 
writer iii the form of gas 
fihls ga*, is farm ed under pressure and 
has (siwet lo expand 
it is this expan 
a ire power that does the work 
After 
w ard Hie gas ins’omes cool and 
’On 
danged, so that we can set* It. and til 
Is what we call steam 
j 
The (tower of the gas is due to the 
I tiny molecules of water of which it is 
| made 
These are flying about in ail di 
I roctions trying to get 
loose and sc 
I striking against the sides of whatever 
hems them In. 
The force tn one of 
these molecules Is very tiny. for the 
mount of stuff in the molecules ta so 
sm all 
If you bad a hammer smaller 
than you could see you could not drive 
a nail with it 
But as thens are ob 
Bons of these tittie hammers flying 
about id the gag they are able to do al) 
the work that steam does.- Fro m •“ rim 
Child's Book of Kttowiedge. • 


NOTICE OF APPOINTMENT. 
Estate of VY. D. Irvine, deceased. 
Notice Is hereby given that C. VV. 
L a rrJm e r has been duly appointed and 
qualified as adm inistrator of the es­ 
tate of VV, D. Irvine, Tate of Fayette 
county, Ohio, deceased. 


Dated this 13th day of Ja n ., IOT 5, 
R E L L G. A L L E N , 
Jud g e of the Probate Court, 
Fayette County, Ohio. 
No. 1810. 


NOTICE OF APPOINTMENT. 
E sta te of M ilton D. Noble, deceased J 
j 
Notice is hereby given that J- T. 
D ow ler and L u th e r Cooper have been j 
duly appointed and qualified as ad 
j in in istrators de bonis non w ith tk| 
j w ill annexed of the estate of Mi ltd 
j D. Noble, late of Fayette county, Q,j 
deceased. 
1 
Dated 
this 4th day 
of January 
1915. 
R E L L G. A L L E N , 
Ju d g e of the Probate Court, 
Fa ye tte County, Obi j 
No. 1806. 


2l 


5:1 


Ad 
rn 


ELECTION NOTICE. 
The annual m eeting of the stock­ 
holders of the W ashington Gas and) 
E le ctric Co. w ill bo held at the com- 


F 
hie 
Hou 


NOTICE OF APPOINTMENT. 
Estate of N annie E. Bird , deceased. 
Notice is hereby given that Tom 
Easton lias been duly appointed and 
qualified as adm inistrator of tho es­ 
tate of Nannie E. B ird , late of F a y ­ 
ette county Ohio, deceased. 


Dated this 13th day of Ja n ., 1915, 


R E L L (J..A L L E N , 
Judge of the Probate Court, 
1 
Fayette Countv. Ohio 
No. 1809. 


pany’s office, 119 E ast street, Wash­ 
ington C. H., Ohio, the third Mon­ 
day in Ja n u a ry , 
(1 8 th ), 
I 1 
bel 
tween the hours of I and 2 p. rn., for] 
the purpose of electing five (5) di­ 
rectors 
to 
serve 
for 
the t-nsulnfj 
year. 
G. N. C L A P P , 
Dec. 17, 1914. 
Secretary. 
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F< 
fice 
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Faye 
Mrs. A ustin s 
famous 
pancakes] 
m ake a really 
delicious 
who osonki 
bret ! k fa st. 
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COLUMBUS DISPATCH 


F( 


room 
18.51 


$850 


A 


BELGIAN R EF U G E ES IN T H E R U IN S OF T E R M O N D E . 


C O R D IN G to the Commission For Relief In Belgium, the American peo­ 
ple will probably have to feed the Belgian pimple Ail this winter. 
“ W e 
have taken peins to Investigate,” said one of the commissioners last 
week. 
and the best informed Europeans tell us that there will be no 
change in the military situation this w inter 
It means that we must keep up 
the work until spring breaks or longer.” 
It has iH-en a race with hunger, this business of feeding 6.500,000 people 
with supplies gathered a half a world aw ay. 
All Belgium depends on Am eri­ 
can food. 
H a lf of Belgium Is never more than a week ahead of starvation. 
Often it has come closer than that. 
Once the province of Llmbourg, remote 
and hilly, was starving. 
In some communities the people had not eaten for 
two days, when one of our United States consuls managed to borrow from the 
Germ ans enough bread to keep the (>eople alive until an American shipment 
arrived to repay the loan 
Once Captain Lacey, the shipping agent in Holland, 
had to borrow HMX*I tons of wheat from the Dutch governm ent 
Liege and 
Hamnie and historic Ghent were crying for bread, and It was still several 
days before the next American ship was due at Rotterdam. 
This was a noble 
thing for Holland to do sinai* the Dutch themselves are short on food. 
Yes; It 
Is a race with hunger, and America, now that she has faced the starter, must 
win! This Is America s great and glorious part in the world w ar of 1914-15. 
That every American may have a personal chance to help some Belgian 
the Commission For Relief in Belgium has arranged its “ parcel post plan.” Any 
one who wants to send a package containing between twenty and fifty pounds 
of nonperishable food need only put a rag on the package, address the tag to 
the nearest collection depot of the commission, stamp it in the regular way 
and drop It in the mail chute. 
If the giver puts on the package tag his name 
and address. T O G E T H E R W IT H T H E L E T T E R “ R,” the money he has 
8(»ent for stamp* w ill be refunded. 
Packages mailed from O H IO should be addressed to B U C K E Y E T R A N S ­ 
F E R A N D S T O R A G E C O M PA N Y , C O L U M B U S ; B. & O. S. W 
W A R E ­ 
H O U S E C O M PA N Y , C IN C IN N A T I; G E N E R A L C A R T A G E A N D S T O R A G E 
C O M PA N Y . C L E V E L A N D ; TO L E IX ) W A R E H O U S E C O M PA N Y . 1309 L A ­ 
G R A N G E S T R E E T , T O L E D O ; U N IO N S T O R A G E C O M PA N Y , D A Y T O N : 
S P R IN G F I E IA ) T R A N S F E R A N D S T O R A G E C O M PA N Y , S P R IN G F IE L D ; 
wk# are collecting agents for this district. 


SUBSCRIBERS 


FC 
good 
3rd ; 


FC 


Just now and continuing through January the Columbus 
Dispatch to mail subsciibers outside ol places where a deliv­ 
e r agent is stationed, is being offered 
one year for $3.00, 
including The National Stockman and Farmer 1 yr, Ameri­ 
can Agriculturalist 1 yr., People’s Popular Monthly 1 yr., 
Farm and Home 1 yr., 1915 Farm Record Book, and 1915 
Art Calendal. 
£3 OO pays for all. 
The Dispatch is making 24 similar offers and the price ol 
any offer is S3.00. 


TI 


ON 


T h e H era ld w ill receive these subscriptions 


and send them in, and in addition thereto we 


$2 


r n 


w ill give a m onth’s free subscription to the 


H erald . 
Or, 


•dFT© all those who desire the Herald in connection with tbe 
Columbus Dispatch and any one of its 24 premium offers, we 
will make a price of 5 1 .7 *5, and will give each subscriber in 
addition to all the abyve a Fayette .County Directory of Dr 
Roberts’ Neterinarian Book, or an Ohio Almanac— while they 
last. 


For 


Send Us Your Orders 


HERALD PUB. CO., Washington C H. 
SE 


t .—r^BV. January H , 1915. 
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H a v e stom ach 
t r o u b l e ? The 
weakest stomach 
readily d ig e s t s 
HEMO, the de­ 
licious food - 
drink. Blood- 
building,nerve- 
building HEMO 
{sconce mrs ted. eas­ 
ily assimilated nour­ 
ishment, made from 
beef jukes, hem o­ 
globin, m a It tonic end 
pure, tw eet milk pro* 
cessed to powdered form. 
rn 
Liberal mamptm 
' 
frat upon rmquett 
Thompsons Malted 
Food Co. 
Wsukssbs. Wiseonsia 
SOC st all drug stores 
• 
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daily 
t i m e 
t a b l e . 


BALTIMORE & OHIO 8. W. 
GOING WEST 
C o m o EAST 
Ka Cincinnati. 
||No. Columbus. 
ICI..5:05 a 
m .d |} J 1 0 . 5 :0 5 a. rn * 
jot. .< 33 a. rn. * | j l 0 4 . 10:42 a. m d 
103..3:34 p. rn. d)|108. 6 :0 5 p. rn.* 
lOt..6:05 p. m. dj|IO6 . 1 0 : 6 3 p. m.d 
East-bound 1 1 4, Buadays, 4 : 1 9 a. m 


PENNSYLVANIA LINES. 
GOING WEST 
GUI WO EAST 
Ko. Cincinnati. 
||No. Zanesville. 
11...9:20 a. m .* (j 6 . . . 9 : 4 2 a. rn. • 
ll-..3:80 p. m.*|J3 4 ... . 6 : 4 5 p. rn. • 
Sunday to Cin cin nati.............7 : 4 0 a. so 
Sunday to L a n c a s t e r 
8:28 p. rn 


Contests W.ll Be Heard Eany 


the Coming Week. 


SPEAKER HAMES COMMITTEE 


C H A D 
GOINS NORTH * 
GOING SOUTH 
Mo. 
Dayton 
j| No. Wellston 
•OL. .9:21 a, m.a||202. .9:42 a.m. d 
JOI. ..4:12 p. m.*jj204. . 6:08 p.m. d 
SUNDAY ONLY. 
263...7:36 p. rn. II 


PETBDLL TOLEDO & IRONTON. 
GOING n 6RTH 
g o in g SOUTH 
Mo. Springfield 
||No. 
Greenfield 
2....7:47 a. m.*j|9-------11:33 a. rn. d 
10...2:50 p. m .d fjl............7:00 p. rn.* 
d. Dail* 
* D ally excep t Sunday 


Mrs. Austin’s 
famous 
pancakes 
make a really 
delicious 
wholesome 
breakfast. 
adv 


Road Code R eport Expected to Teat 


W illi* ’ 
S tand 
A g a in st 
Crea tion 
of 


M ore 
C o m m issio n s — F a ilu re 
to 


N am e 
H ou se 
C o m m itte e s 
B rin g s 


Abo ut 
A d j o u r n m e n t - N e w Bill 
A f ­ 


fects P h y s ic ia n s ’ Code of Eth ics. 


Columbus ..at* 14.—Contest of the 
seats in tho 
« of the five Demo­ 
cratic nim *9 , from Franklin county 
will be heard Tuesday by a special 
committee appointed by Speaker Con­ 
over. 
Pile contest filed against the 
seating of Representative W. A. lute 
of Perry. Democrat, will he heard 
Monday evening. 
Hearing of the Lu­ 
cas county contests has not been set. 
The contest committee Ib Whittemore 
of 
Summit, 
Stevens 
of 
Guernsey, 
Cromley of Knox. Republicans; Kro 
mer of Richland, Crawford of Monroe, 
Democrats. 
Pursuant 
to joint 
resolution 
ad­ 
journing the senate arui louse to 5 


r rn Monday, the beginning of lexis 
latlve work was postponed until next 
*eek, and the lawmaking bodv will 
not get down to business before the 
I 
^*ek of the session. 
Adjourn j 
ment was b-oucht about because the 
j ro u te 
committees 
had 
not 
been I 
J nam cil. 
Speaker Conover had been 
I unable to get the necessary time for I 
this task free from interruption. The 
I committees are to b* announced Mon 
day 
When but 
j I mise it will he under iii’. Jai 
* opposing .I adcrs for ut* rn 
F 
Iv W hittemore, majorit 
and John F Kramer, minor! 
both put ti 
for the fut 
: of re a I tee 
was ad ult' 
1 Blenk Tier at 
done in tin 
of U»13. 
Governor WW*’ stand against the 
creation of in ore commissions and ti 
creasing the payroll is expected to be 
heeded by the 
bouse com m ittee on 
highways, to which was referred the 
road code re | mr ted by the to v com­ 
mission. 
The report, which Is in the 
shape of a hill, substitutes for the 
single state highway commissioner at 
15,010 three commissioners at $.’»OOO 
each and a chief engineer at $4 POO 
Th 
ground 
sidlers appointed at different times 
the podcy of the highway departm ent 
wotidl tie a continuous one 
The com­ 
mission performed the hugt 


in bi 


*n record 
an intcri 
►bu ton. 
pay 
(Ydonel 
r atta bed for 
' ck of the s. 


ON TIME 
m r i t n s 
MORE TIME 


B I O B E I N 
sold by 
HETTESHEIM ER 
Jeweler 


I*; cd 
irk 
on 


BID AUTO SHOW 


FOR COLUMBUS I 


The upw ard trend of business a c ­ 
tivity in indicated by the announce­ 
ment that Columbus is to have an 
Automobile Show from Jan u ary 80th 
to February 6th, greater 
in 
scope 
than any before held in Central Ohio. 
Columbus has an association of a u ­ 
tomobile dealers who do thin gs in a 
big w;t\ and an Auto club that goes 
the limit in enterprise 
a cornbin.*!- 


« report „r*«. th l. c h u m on th n j'" * I**' 
,hi” ,n"'"nw 
*"ln« ,0 
Hind that by having Him- c o m m i x . 0 * 
c ,hh"! f,,r 
»"<»ni»l.lli. In- 
diiBtry sn this part of the state 


By an arrangement with the court* j 
ty commissioners a b ase has been Be­ 
labor o f 1 cured for Memorial hall, one of the 
compressing l udo road laws Into a 
code of 299 statutes, 
Dr. \V S. Hoy, member of the house 
from Jackson, will champion with a 
bill efforts of members of the medical 
profession to make a code of ethics 
of the profession a m atter of legal 
ccm pulsion. 
Republican senators voted as a unit 
to pay ('lark C, Doughty, former on* 
roling clerk, $»© for helping in the 
reorganization of the new senate. 


largest and most beautiful buildings 
of it* kind in the middle west, 
The 
en tire hall is to be beautifully deco­ 
rated and a well equipped cafe will 
be m aintained for the convenience of 
visitors. 


P flgt' S e v e n , 
itnrtininrKnin ^ 


a 
n 
n 
o 
u 
n 
c 
e 
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e x t r a o r d i n a r y 


I HAV!*: A L A R O E L I N E O F F IN K C A N D I E S 


A N D AM D E T E R M IN E D T O O I'F E R S A M E A T 
Special Sale 
Saturday, Jan. 16 


O N T H A T D A Y W E W ILL S E L L A L L 


30c Assorted Chocolates 
1 5 c pound 
25c Assorted Candies 
1 2 ‘ a C pound 
20c Assorted Candies 
1 0 c pound 


These are absolutely pure goods and no one should 
fail to take advantage o f the bargain offered. 


O N E 
D A Y 
O N L Y 
SATURDAY, JAN. 16 
O . 
S . T O B I IN 


Classified Advertisements 


All the big automobile factories arc • 
going to co-operate with their agents 
fl’Hoek each morning, until ten 
by sending special show chamma and 
night. 
demotist rat lug parts along with far.* 
It la the 
Intention of 
both tho 
J tory experts to explain their rara in Trade Association 
and the Auf ohio* 
.every detail. 
bile club to make the show an 
an* 
of j 
The main floor will bo given over 
event, therefore, neither time 
at to motor cars, from the modest pric* nor money will tye spared in making 
- od runabout to ‘he most costly lim- 
a success from the standpoint 
of 
j outline, while the large lobbies anil 
H,,<* *‘’cc.H«ories exhibited anti of 
j aide rooms will 
house the acceasory courtesy to visitors. 
| 
* 
— .......................... . 
j exhibits, of which many will be di-| 
A cordial invitation to attend is 
Try Robinson’s home-made 
bread I 
rect fartorv ' 
o 
f 
such articles extended to ail wit,, are interested i i 
and pies; fresh daily, corner Main 
& ls H,al 1 il,K 8,1(1 
Gaining 
systems, j motor cars and assurance is given 
Market St. 
* 
4 26t j Ignition and carburetor displays. 
that the Columbus Automobile Show 
— .......................- 
, 
Something unusual and e sp e c ia l^ , WDI be the equal In every department 
Mystery 
of 
Savageland, Empire fitting is promised in the way of < 
ol ,t,os' enjoyed in tie- larger cit lei 
Opera House Thursday, Jan. 14th. 
I tertainment, not a moment tieing al-1 
- 
_____ 
Tickets 88c, 
1 low*ed to lag from the opening he * . Want ads are sure winners 


LADIES OF G. A, R. 
R egular m eeting of th e Ladles 
the G, A. R. Friday at 2:30 p. rn. 
G. A. R. hall. 
MARY ROBINSON, Pi*.- 
MARY G. BURGETT, Secy. 


INSTALLATION 
Victoria Tempt,. No H7, Ladies of 
th.' Golden 
ie, will have regular 
I m eeting, degree work arid Installs 
'lion of new officers thin Friday even­ 
ing, January 15th, 1915. 
All mem­ 
bers and offi«et a kindly requested to 
be present 
Don’t forget the Red and 
Blue contest. 
MRH ROHA TH A RP, N T 
FTI I KL WEITH CL of Rec. 


Mystery 
of 
SAvngcland, Empire 
Opera House Thursday. Jan. 14th. 
Tickets 25c. 


1915 DIARIES 
from ! Re and up. now selling at Ro* 
deckel ‘h 
The People’s Column 


RATES PER WORD. 
colts, eight m onths old. 


I ttme in Daily H e r a ld ..................... J c < lty ’ K 5 ______________ 
Ct in Herald & It in Register. 


U t la Herald & 2t in Register, 


B ert Wolfe. 
6 6t 


3 C 
FOR SALE— Duroc Jersey hoars. 


4 c A. M. Langdon, Bell phone 113-w2 


*6f ta Herald & 4t ill R egister. . Qq j 
m 
m 
^ 


Ut in Herald & 8t in R egister. 
IOC 
Additional time Ic per word per week 


Minimum charges: 
It, 15c; 6t, 30c 


FOR RENT. 


FOR R E N T —-Half of modern don 
ble house, three squares from C ouit 
House, 
F. C. Mayer, Citz. phone 768. 
307 


FOR R EN T— 5-roora house; elec­ 
tric lights, on Yeoman street. 
In ­ 
quire Ji E. Green. 
9 tf 


FOR SALE. 


FOR SALE— Two show' cases, of­ 
fice desk and barber chair. 
Call on 
M. E. Dyer, second-hand store, corner 
Fayette and M arket street. 
9 tit 


FOR SALE— 25 im rauned 
shoats. 
Wesley Underwood Bell Phone. 
7 6t 


FOR SALE— 5-room house and 2- 
roora building, good lots, ren ts for 
13 50. 
Price for 
im m ediate 
sale 
ISSC, 
Hitchcock & Dalbey. 
7 6t 


WANTED. 


WANTED 
To buy a small electric 
fan at Duffee’s Shoe shop. 
IO tf 
W ANTED— A high class agen t to 
sell tours to th e Panam a-Pacific Ex­ 
position. 
Big money for live agent. 
W rite W orld’s F a ir Company, 28 B u g ­ 
gery Building, Columbus, Ohio. 
9 Ct BARGA! 


W ANTED— To ren t farm , eith er 
grain or cash rent. 
Address Jacob 
Hoffman, W averly, O. R. 3. 
8 6t 


W ANTED— A good 
colored 
man 
w ith a family w an ts farm work; can 
feed cattle or do a n y th in g on farm ; 
honest and steady on the job every 
day. 
Address Joe Davis, 64 7 E. P ain t 
S t , W ashington C. IL, Ohio. 
I 12t 


W A NTED — Persons ow ing old bills 
to mem bers of The F ayette Credit 
B ureau can protect th e ir credit by 
paying up. 
269 t52 


LOST AND FOUND. 


FOR SALE— Gas h eater and range, 
$>od as new*. 
Geo. M archant, coiner 
3rd and North St. 
7 6t 


FOR 
SALE— T hree 
good 


LOST—Saturday night. January 2, 
small black purse, containing money 
and large, blue sapph re ring, prob­ 
ably in Palace theater or on Fayette 
or Court street, or Leesburg avenue 
Finder keep money and return ring 
to Alice Loofbourrow or Herald office.; 
d ra ft Also additional reward. 
3 


Beginning* At Once And Continuing 
UNTIL FURTHER 
NOTICE 


in accordance w ith the p o lic y of annual reduction *1 s u b s c r i p t i o n t h e H e r a ld 
Publishing Cd. w ill accept P A I D -I N A D V A N C E f U I L S U B S C R IP T IO N S to 


THE DAILY HERALD 


lo persons residing outside of the C ity of W ashington C . H., at the rate of 
ONE YEAR 


THE OHIO STATE JOURNAL 


ONE YEAR to mail subscribers outside of de­ 
livery agent points can be bought for 
$2.00 
in January. 


W ^ e will accept your subscription at this price send 
it in for you and give you a F R E E m onth’s subscrip­ 
tion to The Herald. 


(The regular m ail Subscription price is $3.00,1 


A ny subscriber already paid in advance can now add another year to his subscription at 
$ 2 .2 6 . 
Delays are dangerous. 
Attend to this matter at once while you can make 
Daily Herald a whole year for leks than lh rec-fourth* of a penny a copy. 


the Bargain Halo of 
-lire of M < tiring the 
PEEE! 
Fayette Co. Directory 


W IT H E V E R Y BARGAIN S U B S C R IP T IO N we wilt give free of cost 
choice of the following books while they last; 
Dr.Roberts’ Veterinary Book 
The Herald Ohio Almanac 


•now free to you. 
A gold mine for farm* r or stock-raiier 
Contains 100,000 fact* about Ohio 
If either Ixxik is ordered sent by mail t o e must he sent to pay for {Mintage a n d pat k in g . 
S P E C I A L TO S U B S C R I B E R S : 


Reg. price $4- 


additional paid up subscription 


C L U B R A IS E R S : 


During this Bargain p * rind every mail subscriber of (ha Herald 
who m;c ores for UH 
new subscriber will be given .'j mon tbs 
While they la-d we will give a Premium Book to every subscriber 


Or» to mail subscribers we will send both the Journal UK 
and The Herald one year for $ 4 . 0 0 ' and give ffej 
you choice of Fayette County Directory, Dr. Rob- fife 
erts’ Veterinaran Book or The Ohio Almanac. n# 


Paid-up subscription for I year given to anyone securing for Herald at FULL bargain rates 
3 NEW subscribers— or 2 NEW and 3 renewal subscribers 
or 8 renewal subscribers 
W hile they la-t we will give a Premium Book to every subscriber. 


CLUBS OF EIGHT: 
Subscribers may club their subscriptions together, whether new or renew al, and club- of 
eight <-uch subscriptions turned in at one tim e will lie received at the price of 
S i f t OO 
While they last we will give a Prem ium Book to every i-ubscriber. 


25c more we will add the National Stockman and 
Farmer or The Ohio Farmer one year. 


SENO US YOUR ORDERS! 


Herald Pub. Co., Washington C. H. 


ADDRESS ALL COMMUNICATIONS AND MAKE ALL CHECKS PAYABLE TO 
THE HERALD 
PUBLISHING COMPANY. 
W ASHINGTON C. H.. OHIO 


P a g e E i g h t . 
TOK 
WASHINGTON 
DAILY 
HERALD. 
Thunxlay, Jnnuarv 14. 1915 


5 Reels Tonight 


Vitagraph Special 
Feature iii 3 Reels 


“ W i g g s Takes (he Rest Cure.” 


A S U R P R I S I N G E N C O U N T E R . 


---------------------------------------------- 
----------------------------------------- ■— 
. h a lts IOC; Children Sc 
“The Night Riders of Petersham” Vitagraph Special 


m 
M m 
_ 
- 
_ 
f e a t u r e in 3 Reels 
“ The Mason’s New Assistant.” 
T H R E E C O M E D IE S . 
— 
......................... 
„ 
„ 
„ 
_ 
i H K B B C O M E D IE S . 
----------- 
WK SH O W THE RIGHT PICTURES A N D W B SH O W THE PICTURES RIGHT 


PERFORM ANCE BEGINS 
A T 8:30 SHARP. 
M y s te r y o f S a v a g e la n d 


AI NV 
S E A T 
2 5 
C E N T S 


A BOOB LAUG H AW AITS YOO 
20 PEOPLE III TNE CAST 


MI 
[ 
SEILS IO JUNK SI 


Horn© Uti le time but the transaction 111.42% 
clewed until Wodni 


B ig Business Deal Closed Late W ed­ 
nesday E vening 
and 
Dce-M ark 
Store W ill Close at O nce—Mr. El­ 
mer Junk to Rem ain in Charge of 
Large Store of Junk & W illet I it. 
This City 


A bii*lHi's* deal of unusual Import 


anc*' mid magnitude, wa* complot 


lali* Wednesday afternoon, when th*1 
v.< i| known hardware firm of Junk 


and Willett 
purchased 
ilu> 
entire 
stock and equipment of 
the 
Dlce- 
Mark Hardware 
Company’s 
l a rg e 
store on Main street, and the Dice- 
Mark store is to iii* cfosed at once 
I bo big deal has been pending for 


PALACE THEATER 


TONIGHT 


T H E L A S T E P I S O D E O F 
THE PERILS OF PAULINE 


F I R S T S H O W 0 3 0 P R O M P T 


Tomorrow Eighth Episode of 
“ T 
r e 
y 
o 
’ 
H 
e 
a r t s . * * 


M onday--Digby Bell In 
“ The Education of Mr. Pipps.” Five 
Matinee 2:30 P. M. Prompt 
THE PALACE 


was not flnali 
day afternoon. 


It is the Intention of Mraara. Junk 
and Willet! to ah ip tile greater por­ 
tion of the Dioe-Mark stork lo their 
big hardware More, known a* the 
Green County Hardware Company, in 
Xenia. 
The remainder of tho st or I; 
j will 
he transferred to tho pre^i'ti* 


1 1 quarters of tho eompany in the Odd 
> J Fe I lows’ building In this city, and ii 
la understood will he disposed of at 
bargain prices. 
I 


Mr. Harry Woolers, 
for 
several j 
years assorlated with the Gale Im- 
i piement Company, aa state manager 
J of ilia! concern, will become actively; 
(associated with Messrs. Junk & VVH- 
lett. and will move to this city ai 
once to make his permanent home 
I he tw'o partners In the business 
will retain their respective in I Great? 
and are planning 
to 
conduct 
tho 
hardware and implement business on 
a larger scale than ever. 
Mr. Junk, who is In full charge of 
the store in this city, is one of the 
best known hardware dealers in this 
part of the state, and Is familiar with 
every branch of the business, and has 
a wide acquaintance in this and ad­ 
joining enmities. 
Mr. Junk iso has established hi* 
ability as an organizer. 
By having 
Hie two large stores tile eompany ran 
buy In quanti!ie* and at rock bottom 
prices. 
With th© closing of the deal w here 
by tin' two companies become one a 
number of changes will be neei*ssar\ 
in those associated with 
th© 
two 
stores. 
Mr 
Junk will continue in active 
charge of the store at this point, and 
Mr. W illett will continue to manage 
the Xenia store. 


Corn 
Oats 
Pork 
Lard 


July $1.25%. 
May 74 % c; July 75 %c. 
May 55 %e; July 53 %c. 
Jan. $18.10; May $18.57. 
Jan. $10.40. 


THE LOCAL MARKET. 
Corrected Daily at Noon. 
W h e a t ................................................. i i 3o 
Corn 
. 65c 
.................... 
50c 
Price* Paid for Produce. 
Chickens ........................................loc 
rlcns ........................................... loc 


Wednesday afternoon the police ar 
rested John Culberson, of this city, 
on a charge of assault with criminal 
in rent, alleged to have been com m it­ 
ted January 3rd. and Josie 
Myers 
whose testimony sent her father to 
the penitentiary last week, is the one 
(prosecuting witness in the case just 
launched against Culberson. 


lias lived partly upon the cha. 
friends in the eastern part of th 
When given his preliminary 
ing before Mayor 
Coffey 
Th 
» morning, Culberson entered a f 
not guilty, and his trial was 
Friday morning at 9:00 o’cloei 
was remanded back to jail unti 
time. 


m y 0/ 
■ city 
lear- 
-day 
a of 
for 
iff' 
tbit 


Eggs, per dozen ................................... j 
B u t l e r ....................................................... 22c ' 
Tho affl,*avit was flied by Humane 
45 to a 0 o ,Officer ° c Gooder!, following infor- 
H e uiation given to him by the girl, and 
late Wednesday afternoon 
the man 


New potatoes . . 
Lard, per pound 


A cts 
Markets 


INTEREST INCREASES 
III REVIVAL SERVICES 
I 
The revival 
services 
at 
Grace 
church are proceeding with increas­ 
ing interest, and with splendid at­ 
ten d a n ce each night. 
The prelimi­ 
nary services are proving a popular 
and interesting feature of the ser­ 
vices, and each night a short program 
is given under the direction of one 
of the numerous group captains. 
| 
Wednesday night Mrs. W. E. fre- 
J land had charge of the opening ser­ 
vices, and thow contributing to the 
I interest were: 
Messrs. Eiieks, Burch 
Howell and Ireland in quartet, num ­ 
bers; Mrs. F. (». Carpenter in scrip­ 
ture readings; 
Mr. Kfteiirfey, violin 
solo. 
The chorus was good, and Mr. B o w -J 
man is proving himself a very efffc- 1 
lent leader, and is receiving hearty! 
support. 
I 
Rev* Boss preached an unusually 
! interesting aud helpful 
sermon 
on 
"Prayer” 
and following the sermon 
a short season of prayer was held. 
Tonight. W. W. Fenner, captain of 
Group ii, will have charge 
of 
the 
opening services, and an interesting 
program lias been arranged. 


The longer some people work at a 
trade, the worse they get. 
Not go 
wit ii 
Buffe©, the shoemaker. 
The 
longer I work at my trade the batter 
I get. 
Try me. 
r give rebate siatnpi 


* rf 


was placed under arrest and lodged 
in the county jail to await a hearing 
before Mayor Coffey, Thursday. 
Since the arrest of her father John 
Myers, and bis subsequent sentence 
to the penitentiary, the Myers girl Buy 


, CLASSIFIED 
IXXST— Silvor Anger ring w.ih ?. 
pearls. 
Finder call Mrs. Ellis Daugh­ 
erty. 
Reward. 
u \ , t 


— k ° me- 
Boost Washington. 
4 Reels 
5c 
WONDERLAND 
4 Reels 
5c 


L u b in 
two- 
reel feature 


O r c h e s t r a T o n i g h t 
"AS WE FORGIVE THOSE 


THE EVOLUTION OF PERCIVAL 


SELIG WEEKLY—-THE WORLD M MOTIOlt 


S. S. Cockerill & Son 
Groceries and Queensware 


SECURE A SUPPLY OF 
WOOD FIBRE GAS MANTELS 


T H I S W E E K A T T H E S P E C I A L 
P R I C E S W E A R E 
M A K IN G 
Good Quality 4 tfor 25c. 
75c per dozen 
Extra Quality 10c each. 
$1.10 a dozen 
Inverted Gas fixtures complete 39c 


Special - - y? 
o ff on our entire line of 
JAPANESE MAN0G0NY BASKETS 


An opportunity to buy alm ost any sty le of 
fancy basket at a ridiculously low price. 


Close of Markets Today 
LIVE STOCK MARKET. 
Chicago. Jan. i i 
Iiogs 
Receipt! 
32,000; market weak; dight yorkers 
$6.50CF0.86; heavy yorkers $ 6 .50 j 
6.85; pigs $ 5.25ft 6.80. 
Cat ti© 
Receipts 5000; market firm 
Texas steers $ 1.85 a 7.50; cows and 
heifers $ 3 ,2 5 # 8 .1 0 . 
Sheep and Lambs 
Receipts 14,OOO 
market slow; sheep, o a th es $5 70 if/ 
0.50; lambs, natives $6.75 ft 8.65. 
Pittsburg, Pa., Jan. 
14. 
H og*-- 
Receipts 5000; market weak; heavy 
yorkers $7.25; pigs $6,751/7. 
Sheep and Lambs 
Receipts 1000; 
market steady; top sheep $6.50; top 
lambs $8.80. 
Calves 
Receipts GO; top $ I 1,50 


FATHER ARD SON 


At a meeting of the Junior Com­ 
mittor of the Y. M, C. A. Wednesday 
night, ij was decided 
lo 
hold 
a 
“ Father and Son” banquet, on the 
night of February 3rd. 
I 
Any boy irf the city may attend, 
providing he brings ais father with 
him. 
I iekets will be issued later. 
Mr. Paul C. Martin, of Springfield, 
will he one of the speakers Tor ih a 
evening. 


Coming Tomorrow—A Rollicking Military R o m a n c e 
T h e M a n o n t h e Box: 


F a m o u s P la y e r in F iv e Parts 


Don’t Overlook This Program Tonight 


PHRRETT’S GROCERY! 


“ THE YELLOW FRONT.** 


THE HOME OF QUALITY FOR TW ENTY-SEVEN YEARS. 


GRAIN MARKET. 
Chicago, 
Dec 
J 4 
Wheat 
May 


COMMITTEES TO MEET 
The Membership and Physical De­ 
partment committees will meet at the 
\ . M. C. A. tonight at. seven o’clock, 
and all members are expected to be 
present. 


H . K. WILS 


Hotel Special Coffee in 2-lb. Cartons 


H eretofore w e h a v e sold this coffee to r e s­ 
taurants and hotels ex c lu siv e ly . 
It h as a 
very h e a v y roast and w ill stand up w ell 
for hours. 
It w ill appeal to a n y o n e w h o 
likes coffee a trifle stronger than the ord i­ 
nary. 
E sp ecia lly good in cu p quality. 


Sold in 2-lb. cartons. 
Only 33c lb. 


THEATER 
sox, Manager 
SATURDAY, JANUARY 16,1915 
3 Big Acts of the Highe 
Class Vaudeville 
Special Prizes Will be Given Away at First Show 


rn 
I 


Husk: by Horstman & Miller 


First Show 7:15 


Children under is years, 5c 
Adults, io c 


Do You Know? j! 


That wa carry a full line of fancy canned vegetable*. 
I he goods we offer you are put up by reliable 
packers who know just when vegetables are at their 
be$t for packing. YYre postively guarentee that no pre* 
servatives are used in the products mentioned below* 
I hese are only a few of good things we have to offer. 
Succotash 


Euther “ Ko-we ba or “ Premier Brand” just the tiny 
iireen Lima Beans packed with the best grade of 
fancy Sugar Corn price per can 15c. 
Spinach 


I remi* r 
brand fresh cut Spinach carefully cleaatJ 
and packed. 
The packers say “ Wa Guarantee One 
Peck of Fresh Spinach to the Can’* price per eau 25c, 
Green Beans 


Tiny Baby Stringless the best selected tender Beam 
“ Ko-we-ba” brand per.cau 25o. 
Peas 


We have several Varieties from the extra tiny sJted 
to the large Marrowfat Peas from 10c to 25c par can. 
Lima Beans 


The small tender ones either “ Premier” or “ Ko-w«‘ 
. . . 
ba 
braads which ever you prefer at 20c per caD. 
We Know 


you will be pleased with 
the above goods come in 
and let us talk canned goods to you. 


We Give Rebate Stamps 


